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To  the  Chairman  and  Members  of  the  Public  Health 
Committee  of  the  Derbyshire  County  Council. 


Mr.  Chairman  and  Gentlemen, 

I have  the  honour  of  presenting  the  Sixteenth  Annual 
Report  on  the  Public  Health  of  the  County  of  Derby. 

The  Death  Rate  for  the  year  under  review  was  18.74 
per  1,000  of  population,  the  lowest  Rate  yet  recorded  for 
Derbyshire.  An  unsatisfactory  feature  in  the  vital  statistics 
is  the  Birth  Rate,  which  also  is  the  lowest  yet  on  record  for 
this  County.  The  low  Death  Rate  was  in  part  due  to  the 
wet  Autumn,  and  I do  not  expect  that  the  rate  for  1906 
will  be  maintained  at  so  low  a level. 

During  the  year,  I attended  the  various  Meetings  of  the 
County  Council  and  Public  Health  Committee.  I also 
attended  all  Local  Government  Board  Inquiries,  and  had  95 
interviews  with  District  Councils,  Parish  Councils,  Hospital 
Committees,  etc. 

Over  6,000  communications  on  matters  relating  to  the 
Sanitary  Administration  of  the  County  were  sent  out  from 
the  Department.  The  clerical  work  has  been  greatly 
increased  by  the  administration  of  the  Midwives  Act. 

The  special  feature  of  this  Report  is  the  introduction 
of  a number  of  Diagrams  which  show  at  a glance  the  trend 
of  some  of  the  more  important  diseases  we  are  making 
efforts  to  prevent.  A new  Table  also  appears  giving  de- 
tailed statistics  of  Infantile  Mortality. 

I am, 

Your  obedient  servant, 

SIDNEY  BARWISE. 

Derby, 

September,  1906. 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29157560 


Table  I.— Birth  Rate  and  Death  Rate  from  the  Seven  Principal  Zymotic  Diseases  and  all 
causes  and  Infantile  Mortality  in  the  Whole  County  during  the  last  Fifteen  Years. 


Year. 

Death  Rates  per  1,000  of  Population. 

Death  Rate 
from  all 
Causes. 

Birth  Rate. 

Infantile 
Mortality 
per  1,000 
Births. 

Small  Pox, 

Scarlatina. 

Diphtheria  & 
Membranous 
Croup. 

Typhoidal 

Fevers. 

Measles. 

Whooping 

Cough. 

Diarrhoea. 

Seven 

Principal 

Zymotics. 

WHOLE  COUNTY 

T7 

19 

13 

•21 

•17 

•28 

1*1 

18*9 

35-1 

142 

1891 

England  and  Wales 

•002 

•17 

17 

■16 

•43 

•46 

•46 

1-9 

20-2 

31-4 

149 

WHOLE  COUNTY  ... 

•03 

13 

23 

17 

•83 

•57 

•4 

2-2 

19*1 

34-1 

156 

1892 

England  and  Wales 

•01 

•19 

•22 

•13 

•46 

•46 

•5 

20 

19-0 

30-5 

148 

WHOLE  COUNTY 

21 

13 

•21 

•18 

•23 

•27 

•91 

2-1 

17-5 

35*3 

149 

1893 

England  and  Wales 

•04 

•23 

•31 

•22 

•37 

•34 

•95 

2-5 

19-2 

30-8 

159 

WHOLE  COUNTY 

03 

14 

•22 

13 

•26 

•43 

•22 

1*4 

15*4 

332 

136 

1894 

England  and  Wales 

•02 

•16 

•28 

•16 

•38 

•39 

•34 

1-7 

16*6 

29-6 

137 

WHOLE  COUNTY  ... 

01 

12 

•21 

•12 

•31 

•16 

•81 

1*7 

17-03 

34-9 

147 

1895 

England  and  Wales 

•007 

T4 

•25 

•17 

•36 

•29 

•88 

2-1 

18-7 

30-3 

161 

WHOLE  COUNTY  ... 

002 

24 

16 

•15 

•88 

•37 

•39 

2-2 

16*6 

334 

143 

loyo 

England  and  Wales 

•02 

•18 

•29 

•17 

•56 

•41 

55 

2-18 

17-1 

297 

148 

WHOLE  COUNTY 



•24 

10 

•20 

•34 

•38 

•68 

1-94 

16-27 

32*67 

148 

loy  i 

England  and  Wales 

— 

•14 

•24 

•16 

•40 

•35 

•86 

2-15 

174 

29-7 

156 

1 QQQ 

WHOLE  COUNTY 



18 

13 

21 

•39 

•25 

•85 

2*04 

16-34 

3301 

156 

loyo 

England  and  Wales 

•01 

•11 

•24 

T8 

•41 

•31 

•96 

2-22 

17-6 

29-4 

160 

1 QQQ 

WHOLE  COUNTY  ... 

— 

•17 

16 

20 

•51 

•20 

•75 

2*01 

16-1 

32-3 

140 

England  and  Wales 

•01 

•12 

•29 

•20 

•31 

•30 

•98 

2-21 

18-3 

29-3 

163 

1900 

WHOLE  COUNTY 

— 

15 

16 

20 

•37 

•25 

•55 

1-69 

16-65 

32-18 

152 

England  and  Wales 

■00 

•09 

•43 

•29 

•29 

•35 

•67 

2-12 

183 

289 

154 

1901 

WHOLE  COUNTY  ... 

— 

•08 

•24 

15 

•18 

•30 

1-09 

1-99 

15-66 

3278 

137 

England  and  Wales 

•01 

•13 

•27 

•16 

•27 

•30 

•92 

2-05 

169 

28-5 

151 

1902 

WHOLE  COUNTY  ... 

002 

09 

20 

09 

•28 

•23 

•59 

1'50 

15*17 

32-62 

132 

England  and  Wales 

T2 

•19 

•26 

•15 

•49 

•37 

•42 

1-64 

16  3 

28-6 

133 

1903 

WHOLE  COUNTY  ... 

026 

05 

•19 

•07 

•25 

•32 

•76* 

1-68 

14-73 

32  55 

136 

England  and  Wales 

•02 

•12 

•18 

•10 

•27 

•27 

•55 

1-46 

15-4 

28-4 

132 

1904 

WHOLE  COUNTY  ... 

015 

197 

14 

•10 

•21 

•29 

•95* 

1-92 

14*82 

31  48 

137 

England  and  Wales 

•01 

•11 

T7 

09 

•36 

•34 

•87 

1-94 

16-23 

27-90 

146 

1905 

Urban  Districts  

Rural  Districts  

WHOLE  COUNTY  ... 
England  and  Wales 

■003 

•001 

•00 

•18 

•20 

•19 

■11 

13 

•22 

•18 

•16 

12 

•04 

•08 

09 

•81 

■23 

•27 

■32 

•17 

•18 

•17 

•25 

•80* 

•61* 

•71* 

•59 

1-75 

1-50 

1-62 

1-52 

13-57 

13-92 

13*74 

15-22 

30-39 

30-37 

30*38 

27-2 

130 

119 

125 

128 

Diarrhoea  includes  Enteritis  since  1903. 


Report  on  the  Health  of  Derbyshire,  1905. 


PART  I. 

THE  COUNTY  AS  A WHOLE. 


POPULATION  AND  AREA. 

The  area  of  the  administrative  county  after  the  alterations 
effected  by  the  extensions  of  the  boroughs  of  Sheffield  and 
Derby  and  the  readjustment  of  the  county  boundary  with 
Leicestershire,  is  645,098  acres,  and  the  estimated  population 
524,620. 

In  the  first  Annual  Report  for  Derbyshire,  I pointed  out 
the  confusion  which  arose  from  the  Derbyshire  of  the 
Registrar-General  and  all  Government  statistics  not  being 
the  administrative  county,  but  merely  a conventional  area 
consisting  of  a group  of  Unions  partly  in  Derbyshire  and  partly 
in  other  counties.  In  the  Report  for  1890  I wrote: — “ This 
unfortunately  prevents  the  valuable  statistics  which  have  been 
placed  on  Record  by  the  Registrar-General  being  used  for  the 
administrative  county.  It  is  to  be  hoped  that  in  the  evolution 
of  County  Government  these  anomalies  will  not  survive,  and 
that  Derbyshire  will  mean  the  Administrative  County, 
and  the  Registration  Districts  will  in  time  be  modified 
accordingly.  ” 

The  Decennial  Report  of  the  Registrar-General  published 
in  1896  contains  the  following  paragraph: — “ In  issuing  a 
work  like  the  present,  which  shows  in  detail  the  vital  statistics 
of  each  of  the  632  Registration  Districts  during  a period  of 
ten  years,  it  is  impossible  not  to  feel  regret  that  the  elaborate 
series  of  tables  therein  contained  cannot,  except  in  a few 
instances,  be  utilized  for  definite  administration  purposes, 
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because  of  the  overlapping  and  confusion  of  areas,  which  still 
very  frequently  persist/7 

The  Reports  of  the  Registrar-General,  giving  the  different 
county  statistics,  should  furnish  a valuable  test  of  the  success 
of  the  efforts  to  improve  the  Public  Health  in  the  various 
administrative  counties.  As  it  is,  the  Reports  are  practically 
valueless.  Unfortunately,  very  few  people  understand  that 
the  Derbyshire  of  the  Registrar-General  is  not  Derbyshire,  but 
parts  of  Derbyshire,  Staffordshire,  Leicestershire,  and  other 
counties,  while  it  leaves)  out  Ilkeston,  the  largest  borough  in 
the  county,  and  other  important  areas. 

To  remedy  this  state  of  affairs  a great  deal  has  already  been 
done,  and  all  that  is  now  necessary  would  be  for  separate  books 
to  be  kept  for  the  parts  of  each  union  which  is  in  a separate 
administrative  county. 

The  Boundaries  Commissioners  themselves  have  pointed  out 
how  this  might  be  done  by  the  formation  of  what  they  call 
“ Contributory  Unions.77  I have  carefully  gone  into  the 
matter,  and  find  that  the  County  Councils  themselves  have 
power  to  form  Contributory  Unions,  and  that  all  that  is 
necessary  is  to  hold  eleven  joint  inquiries  and  make  eleven 
Orders. 


BIRTHS. 

The  number  of  Births  registered  during  the  year  was 
15,939;  yielding  a birth-rate  of  30-38,  being  3 per  1,000  in 
excess  of  the  birth-rate  of  England  and  Wales. 

Reference  to  Table  II.,  printed  on  blue  paper,  will  show  that 
the  birth-rate  varied  from  45  to  15  per  1,000  in  the  different 
districts.  The  lowest  rates  were  registered  in  the  Rural 
Districts  of'  Hayfieid  and  Glossop  Dale,  this,  no  doubt,  being- 
due  to  the  depression  in  trade  in  those  districts,  with  the  con- 
sequent departure  from  them  of  young  married  people.  The 
highest  birth-rates  registered  were  in  the  rapidly  increasing 
mining  districts  of  Bolsover,  Clowne,  and  Blackwell. 


DEATHS. 

The  number  of  deaths  in  the  county  during  the  year  was 
7,211,  or  less  than  half  the  births.  The  deaths  work  out  at  a 
rate  of  13-74  per  1,000 — the  lowest  rate  yet  recorded,  it  being 
1-5  per  1,000  less  than  the  rate  for  England  and  Wales. 


COUNTY  OF  DERBY.  Year  ending  December,  1905.  Tab,e  n* 

Table  giving  the  Birth  Rate  and  the  Death  Rates  from  several  causes,  in  each  of  the  URBAN  Sanitary  Districts  of  the  County. 


URBAN  SANITARY  DISTRICT. 

MEDICAL  OFFICER  OF 
HEALTH. 

AREA 

in 

Acres. 

POPULATION. 

DEATHS. 

Annual 

Rates  per  1,000  of  Estimated  Population. 

! Infantile  Death 

Rate  per 

1,000  Births. 

Birth  Rate. 

Death  Rate. 

Zymotic 

Death  Rate. 

1 Death  Rate  from 

Continued  Fevers 

and  Diarrhceal 

Diseases 

Phthisis 

Death  Rate. 

Respiratory 

Death  Rate. 

Census 

1891. 

Census 

1901. 

Estimated 

1905. 

BIRTHi 

ALFRETON  

E.  Gaylor,  L.R.C.P.E 

4,626 

15,355 

17,505 

18,350 

583 

226 

31-77 

12  31 

2-23 

1-08 

•43 

1-68 

128-6 

ALV ASTON  AND  BOULTON 

W.  H.  Wright,  M.D. 

1,591 

3,116 

1,279 

1,700 

40 

16 

23-53 

9-41 

1-17 

•• 

•58 

75-0 

ASHBOURNE  (corrected  for  Workhouse) 

E.  A.  Sadler,  M.D. 

573 

3,809 

4,039 

4,140 

114 

67 

27-53 

16-18 

1-44 

•96 

•72 

2-65 

96-4 

BAKE  WELL  (corrected  for  Workhouse) 

C.  W.  Evans,  M.B. 

3,018 

2,791 

2,850 

2,940 

73 

36 

24-83 

12-21 

1-02 

■34 

1-70 

1-02 

68-4 

BASLOW  AND  BUBNELL  

P.  S.  Fentem,  M.D. 

5,634 

864 

797 

770 

21 

7 

27-37 

9-09 

•• 

•• 

1-29 

1-29 

BELPER  (corrected  for  Workhouse)  . . 

R.  G.  Alen,  M.R.C.S 

3,183 

10,420 

10,934 

11,380 

319 

155 

28-03 

13-62 

1-40 

•61 

•43 

2-54 

125-3 

BOLSOVER  

W.  Stratton,  L.R.C.P.I.  . . 

4,955 

3,662 

6,844 

9,000 

409 

129 

45-44 

14-33 

1-77 

1-00 

•77 

2-66 

119-8 

BONSALL  

J.  C.  Innes,  L.R.C.S. 

2,447 

1,329 

1,360 

1,360 

38 

19 

27-94 

13-97 

1-47 

1-47 

1-47 

2-94 

52-6 

BRAMPTON  AND  WALTON 

J.  A.  Goodfellow,  M.B. 

10,104 

2,532 

2,698 

2,700 

68 

36 

25-18 

13-33 

1-11 

1-11 

•74 

2-22 

147-0 

BUXTON  

F.  Turner,  M.R.C.S 

1,310 

7,540 

10,181 

11,500 

205 

134 

17-82 

11-65 

1-39 

•43 

■69 

1-47 

112-2 

CHESTERFIELD  (corrected  for  Workhouse) 

H.  Peck,  M.D.,  D.P.H 

1,216 

22,009 

27,185 

28,890 

872 

384 

30-18 

13-29 

1-86 

1-03 

1-00 

2-90 

119-2 

CLAY  CROSS  

W.  Duncan,  M.B.  . . 

1,467 

7,727 

8,358 

8,450 

312 

126 

36-92 

14-91 

2-24 

•82 

•• 

2-01 

150-6 

DRONFIELD  

0.  H.  Hudson,  M.R.C.S.  . . 

1,045 

3,438 

3,809 

3,920 

103 

61 

26-27 

15-56 

2-04 

1-02 

•51 

3-06 

145-6 

FAIRFIELD  

C J-  Bennet,  M.R.C.S. 

3,457 

2,103 

2,969 

3,730 

110 

44 

29-49 

11-79 

1-34 

•26 

•80 

2-41 

1181 

GLOSSOP  (corrected  for  Workhouse)  . . 

D.  J.  Mackenzie,  M.D. 

3,052 

22,416 

21,526 

21,520 

484 

360 

22-49 

16-73 

1-25 

•88 

1-53 

3-39 

136-3 

HEAGE  (corrected  for  Belper  Isolation  Hospital) 

N.  C.  Boyle,  L.R.C.P 

2,367 

2,490 

2,889 

3,110 

100 

32 

32-15 

10-29 

1-28 

1-60 

100-0 

HEANOR  

W.  H.  Turton,  M.D. 

3,509 

13,027 

16,249 

17,880 

604 

224 

33-78 

12-58 

2-85 

1-34 

•78 

2-06 

134-1 

ILKESTON  

J.  J.  Tobin,  M.D 

2,526 

19,744 

25,384 

29,250 

1,018 

417 

34-80 

14-25 

2-87 

2-18 

•68 

2-80 

158-1 

LONG  EATON  

A.  B.  Chambers,  M.D. 

2,099 

9,636 

13,045 

15,300 

444 

175 

29-02 

11-43 

1-96 

•84 

1-04 

1-30 

123-8 

MATLOCK  

W.  Moxon,  M.D. 

4,205 

5,285 

5,979 

6,320 

141 

95 

22-31 

1503 

■79 

1-58 

4-43 

120-5 

MATLOCK  BATH  

G.  Harvey,  L.R.C.P. 

335 

1,846 

1,819 

1,830 

46 

38 

2513 

20-76 

•54 

•• 

3-82 

5-46 

173-9 

NEWBOLD  AND  DUNSTON 

C.  A.  Palmer,  M.R.C.S  .. 

2,803 

5,192 

5,986 

6,100 

228 

106 

37-38 

17-37 

2-13 

•49 

1-80 

2-95 

157-8 

NEW  MILLS  

J.  E.  Anderton,  M.R.C.S. 

5,204 

6,661 

7,773 

8,000 

198 

107 

24-75 

13-37 

1-00 

•87 

•25 

2-25 

126-2 

NORTH  DARLEY  

W.  Moxon,  M.D. 

5,142 

2,179 

2,756 

3,030 

75 

38 

24-75 

12-54 

•66 

•• 

•66 

3-63 

146-6 

RIPLEY 

E.  Gaylor,  L.R.C.P.E 

2,815 

8,774 

10,111 

10,500 

337 

144 

32-09 

13-71 

1-42 

•47 

•85 

3-14 

127-6 

SOUTH  DARLEY 

J.  L.  Fletcher,  M.B 

2,008 

754 

788 

810 

21 

12 

25-92 

14-81 

2-46 

2-46 

4-93 

95-2 

SWADLINCOTE 

J.  Hamilton,  M.D. 

3,670 

13,889 

18,014 

19,450 

668 

216 

34-34 

11-10 

•56 

•35 

•20 

2-36 

112-2 

WHITTINGTON 

A.  M.  Palmer,  M.R.C.S 

1,581 

8,798 

9,416 

9,870 

348 

157 

35-26 

15-90 

2-43 

111 

•70 

3-34 

166-6 

WIRKSWORTH 

A.  E.  Broster,  M.R.C.S.  . . 

3,027 

3,725 

3,807 

3,850 

96 

44 

24-93 

11-43 

•25 

•25 

•77 

1-81 

104-1 

URBAN  DISTRICTS 

88,969 

211,711 

246,350 

265,650 

8,075 

3,605 

30-39 

13-57 

1-75 

•93 

•81 

2-53 

130-6 

COUNTY  OF  DERBY 


Year  ending  December,  1905 


Table  II. — contd 


Table  giving  the  Birth  Rate  and  the  Death  Rates  from  several  causes,  in  each  of  the  RURAL  Sanitary  Districts  of  the  County. 


RURAL  SANITARY  DISTRICT. 

MEDICAL  OFFICER  OF 
HEALTH. 

AREA 

in 

Acres. 

POPULATION. 

BIRTHS. 

DEATHS. 

Annu 

6 

-p 

pH 

£4 

m 

Death  Rate.  > 

*-3 

w 

p 

fcd 

Zymotic  m 

Death  Rate,  g 

0 

. W 

Death  Rate  from 

Continued  Fevers  yf 

and  Diarrhceal  ^ 

Diseases.  £ 

;> 

TED  POPUI 

6 

.s'S 

-p  _d 

CL  <3 

^ di 

0 

> 

p 

M 

Respiratory  g 

Death  Rate. 

Infantile  Death 

Rate  per 

1,000  Births. 

Census. 

1891. 

Census 

1901. 

Estimated 

1905. 

ASHBOURNE  

J.  Hoole,  M.D. 

70,380 

10,632 

10,441 

10,520 

242 

156 

23-00 

14-83 

•28 

1-23 

2T8 

90-9 

BAKE  WELL  (South)  

J.  Knox,  M.D. 

( 

7,830 

224 

124 

28-60 

15-83 

1-78 

•38 

1-40 

2-80 

89-2 

f 84,276 

18,434 

18,672  ' 

BAKE  WELL  (North)  

P.  S.  Fentem,  M.D. 

10,990 

263 

170 

23-93 

15-47 

•45 

■45 

•36 

2-09 

125-4 

BASFORD  (Derbyshire  Portion) 

G.  B.  Wray,  M.R.C.S.,  D.P.H.  . . 

3,569 

1,766 

1,590 

1,520 

43 

34 

28-29 

22-37 

3-28 

1-31 

1-97 

46-5 

BELPER  . . 

E.  Gaylor,  L.R.C.P.E. 

50,357 

21,212 

22,478 

23,200 

587 

286 

25-30 

12-33 

1-50 

•60 

■73 

1-76 

92-0 

BLACKWELL  

J.  0.  Littlewood,  M.R.C.S.,  D.P.H. 

21,237 

16,858 

28,748 

35,670 

1,324 

446 

37-12 

12-50 

1-93 

1-09 

•36 

2-21 

141-2 

CHAPEL-EN-LE-FRITH 

C.  J.  Bennet,  M.R.C.S. 

78,723 

14,013 

13,328 

14,560 

395 

198 

27-13 

13-60 

•20 

•06 

•75 

1-99 

91-1 

CHESTERFIELD 

H.  Peck,  M.D.,  D.P.H 

69,838 

58,382 

68,560 

75,410 

2,511 

1,133 

33-29 

15-02 

2-08 

•94 

•55 

3-16 

138-2 

CLOWNE 

W.  Spencer,  L.R.C.P. 

13,428 

6,830 

11,907 

14,100 

597 

198 

42-34 

14-04 

2-55 

1-13 

•78 

2-34 

123-9 

GLOSSOP  DALE 

D.  J.  Mackenzie,  M.D. 

17,891 

4,381 

4,151 

4,150 

75 

50 

18-07 

12-04 

•24 

. . 

•48 

1-44 

53-3 

HARTSHORNE  AND  SEALS  

R.  W.  Logan,  M.R.C.S.  . . 

11,479 

5,947 

6,988 

7,600 

253 

113 

33-29 

14-86 

•65 

■26 

1-44 

4-21 

134-3 

HATFIELD  

C.  J.  Bennet,  M.R.C.S 

10,282 

3,952 

3,832 

3,940 

63 

65 

15-98 

16-49 

•76 

■50 

3-04 

126-9 

NORTON  

A.  K.  Gale,  M.R.C.S 

8,738 

8,044 

3,348 

3,670 

85 

38 

2315 

10-35 

1-36 

•81 

•27 

•54 

23-5 

REPTON  (corrected  for  County  Asylum) 

E.  Riding,  M.R.C.S. 

54,273 

14,562 

15,277 

15,080 

391 

197 

25-92 

13-06 

1-19 

•33 

•99 

2-18 

132-9 

SHARDLOW  

J.  A.  Hogg,  M.R.C.S 

44,359 

26,159 

26,629 

28,190 

756 

377 

26-82 

13-37 

1-06 

•28 

•99 

1-98 

84-6 

SUDBURY  

B.  H.  Herbert,  M.R.C.S. . . 

17,299 

2,589 

2,547 

2,540 

55 

21 

21-65 

8-26 

•78 

■78 

18-2 

RURAL  DISTRICTS 

556,129 

213,761 

238,496 

258,970 

7,864 

3,606 

30-37 

13-92 

1-50 

■65 

•70 

2-45 

119-5 

URBAN  DISTRICTS 

88,969 

211,711 

246,350 

265,650 

8,075 

3,605 

30-39 

13-57 

1-75 

•93 

•81 

2-53 

130-6 

WHOLE  COUNTY  . . 

• • 

645,098 

425,472 

484,846 

524,620 

15,939 

7,211 

30-38 

13-74 

1-62 

•79 

•76 

2-49 

125-1 

DEATHS  (all  Causes) 

1891  to  1905. 


Chart  A. 
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As  usual , in  the  Appendix,  will  be  found  the  causes  of  every 
death  in  the  county,  and  these  have  been  worked  out  so  as  to 
give  the  death-rates  from  the  principal  causes  of  death  in  each 
District  of  the  County.  [See  Table  II.] 

The  lowest  death-rate  recorded,  8-26  per  1,000,  was  in  the 
purely  agricultural  district  of  Sudbury.  Chart  A shows  the 
progressive  decline  in  the  death-rate  of  the  Administrative 
County  since  it  has  been  recorded;  while  Table  I.  gives  the 
comparative  rates  from  the  seven  principal  zymotics  for 
England  and  Wales  and  the  Administrative  County  since  1891. 


INFANTILE  MORTALITY. 

This  year  the  Local  Government  Board  have  issued  new 
Tables  for  the  medical  officers  to  fill  up  relating  to-  the  causes 
of  death  and  the  ages  at  death  of  all  children  dying  during 
the  first  year  of  life.  A summary  of  these  Tables  is  printed 
on  buff  tinted  paper,  Table  III.,  to  save  confusion  with  other 
Tables.  When  these  Tables  have  been  compared  with  those 
of  other  Counties,  and  have  been  checked  by  comparison  with 
succeeding  reports,  doubtless  they  will  suggest  the  points 
upon  which  our  efforts  should  be  concentrated. 

The  first  thing  that  strikes  one  about  the  figures  is  that  over 
a third  of  the  infant  deaths  take  place  in  the  first  month  of 

JL 

life.  It  is  a surprise  to  find  that  there  is  a greater  proportion 
of  deaths  arising  from  premature  birth  in  the  Rural  Districts 
than  in  the  Urban,  and  that  there  were  twice  as  many  deaths 
in  the  Rural  Districts  from  injuries  at  birth. 

The  difference  between  the  types  of  mortality  in  the  Rural 
and  the  Urban  Districts  is  clearly  shown  in  the  following 
Table  : — 

Ages  at  death  of  Infants  in  Urban  and  Rural  Districts. 

Per  1,000  Infants  dying. 


Rural . 

Urban 

Under  3 months  

....  547 

523 

3 to  6 months  

....  186 

198 

6 to'  9 months  

....  137 

148 

9 to  12  months  

....  130 

130 

It  will  be  seen  that  in  the  last  three  months  of  the  first  year 
of  life  the  proportion  of  children  dying  was  the  same  in  Urban 
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and  Rural  Districts.  In  the  first  three  months  the  proportion 
is  larger  in  the  Rural  Districts,  and  from  three  to  six  months 
in  the  Urban  Districts.  From  three  to  six  months  is  the  time 
when  the  effect  of  artificial  feeding  begins  to  tell,  and  in 
examining  in  detail  the  Tables  sent  in  it  will  be  seen  that  it 
is  at  this  period  that  the  causes  of  death  connected  with  the 
digestive  system  are  chiefly  registered. 

The  proportion  of  deaths  from  Diarrhoea  and  Enteritis  was 
much  higher  in  the  Urban  Districts  than  in  the  Rural.  In 
the  Rural  Districts  there  were  88  deaths  of  infants  from 
Diarrhoea,  and  74  of  these  deaths  occurred  in  the  mining 
Districts  of  Chesterfield  and  Blackwell,  districts  which  con- 
tributed less  than  half  the  births. 

The  following  summary  is  instructive : — 


DEATHS  OF  INFANTS. 

Deaths  of 

Infants  Death-rate  per  1,000 

from  Births  from 

Births.  Diarrhoea.  All  Causes.  Diarrhoea. 

Urban  Districts  ...  ...  8,075  123  180*6  15*2 

Chesterfield  and  Blackwell 

Rural  Districts  ...  3,835  74  189*2  19*3 

Rest  of  Rural  Districts  ...  4,029  14  100  3*5 


It  will  be  seen  that  the  proportion  of  deaths  of  infants  from 
diarrhoea  was  from  four  to  five  and  a half  times  as  great  in 
the  Urban  and  Mining  Districts  as  in  the  Rural  areas. 

In  the  introduction  to  the  Annual  Report  for  last  year,  I 
wrote: — “This  high  mortality  is  largely  caused  by  deaths  of 
infants  from  diarrhoea:  in  the  mining  districts,  a cause  which 
can  and  therefore  ought  to  be  removed. ” 

In  the  Urban,  and  Mining  Districts  I believe  the  diarrhoea 
is  due  to  the  infection  of  infants’  food  supplies  with  excrementi- 
tious  filth  carried  from  privy  middens  and  pail  closets  as  dust 
and  by  flies.  The  remedy  is  the  adoption  of  the  water  carriage 
system  of  excrement  removal.  The  navvy  village  at  the 
Derwent  Valley  Water  Works  is  entirely  on  the  water  carriage 
system,  and  diarrhoea  and  enteric  fever  are  unknown.  So 
also  it  will  be  seen  that  no  infant  died  from  diarrhoea  in  the 
Rural  Districts  of  Ashbourne,  Repton,  and  Sudbury,  while 
in  the  last  District  the  infantile  mortality  was  only  18-2  per 
1,000  births. 


COUNTY  OF  DERBY.  Year  1905.  Infant  Deaths. 


Table  III. 


Deaths  of  Infants  in  URBAN  Districts  (in  8,075  Births). 


Under 

1 Month.  | 

1 -2  Months. 

2-3  Months. 

3-4  Months. 

4-5  Months. 

5-6  Months. 

6-7  Months. 

7-8  Months. 

8-9  Months. 

9-10  Months. 

10-11  Months. 

11-12  Months. 

alfretox 

21 

7 

6 

5 

5 

4 

4 

7 

4 

4 

3 

5 

ALY ASTON  & BOULTON 

1 

•• 

1 

•• 

1 

ASHBOURNE 

4 

2 

1 

•• 

1 

1 

1 

1 

BAKEWELL 

3 

2 

BASLOW 

BELPER  

15 

2 

2 

2 

4 

3 

3 

3 

1 

2 

2 

2 

BOLSOVER 

22 

2 

3 

3 

3 

2 

2 

3 

2 

2 

2 

3 

BOXSALL  

1 

1 

BRAMPTON  & WALTON 

5 

1 

1 

1 

1 

1 

BUXTON  

9 

3 

1 

1 

3 

2 

1 

2 

1 

CHESTERFIELD  (BORO’) 

31 

15 

10 

12 

5 

5 

5 

6 

4 

4 

6 

1 

CLAY  CROSS 

22 

2 

3 

4 

2 

2 

4 

1 

3 

3 

1 

DR  ONFIELD 

4 

2 

1 

2 

1 

2 

1 

1 

1 

FAIRFIELD 

2 

1 

2 

1 

6 

1 

2 

1 

GLOSSOP  (BORO’) 

27 

5 

3 

4 

7 

4 

1 

3 

4 

3 

3 

2 

HEAGE  

3 

3 

1 

1 

1 

1 

1 

HEAXOR  

10 

13 

8 

5 

8 

5 

3 

4 

10 

5 

4 

6 

ILKESTON  (BORO’) 

60 

14 

17 

9 

10 

12 

14 

5 

3 

8 

5 

4 

LONG  EATON  .. 

25 

1 

6 

• 1 

3 

8 

4 

1 

2 

3 

1 

MATLOCK  

5 

? 1 

1 

1 

1 

3 

1 

1 

I 

2 

MATLOCK  BATH 

2 

1 

l 

1 

1 

1 

1 

XEWBOLD  & DUNSTOX 

12 

3 

4 

1 

1 

7 

2 

6 

NEW  MILLS 

15 

2 

1 

2 

1 

1 

1 

1 

1 

NORTH  DARLEY 

3 

1 

1 

2 

1 

1 

1 

1 

RIPLEY 

16 

2 

4 

5 

4 

1 

2 

1 

2 

1 

5 

SOUTH  DARLEY 

1 

1 

SWADLINCOTE  . . 

33 

11 

6 

4 

5 

2 

5 

4 

2 

1 

WHITTINGTON  . . 

17 

3 

3 

7 

4 

5 

4 

3 

3 

3 

4 

2 

WIRKSWORTH  . . 

6 

•• 

j.  j! 

2 

1 

, 373 

99 

82 

j 70 

70 

70 

58 

52 

47 

49 

48 

40 

|)  Under 
I1  Over  1 
j Under 
\ Over  1 
I Under 
J Over  1 
I Under 
1 Over  1 
I Under 

I Over  1 

II  Under 
|l  Over  1 

Under 
Over  1 
I Under 
1 Over  1 
I Under 
1 Over  1 
J Under 
1 Over  1 
J Under 
I Over  1 
>1  Under 
1 Over  1 
I Under 
1 Over  1 
Under 
Over  1 
: Under 

I Over  1 

II  Under 
1 Over  1 
J Under 

1 Over  1 
I Under 
1 Over  1 
| Under 
|1  Over  1 
J Under 
i Over  1 
il  Under 

I Over  1 
Ij  Under 

Over  1 
J Under 

I I Over  1 
I Under 

,1  Over  1 
, I Under 
1 Over  1 
Under 
Over  1 
I Under 
1 Over  1 
J Under 
1 Over  1 
j Under 
1 Over  1 


I! 


1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 
1 Month 
Month 


J Under  1 Month 
1 Over  1 Month 


Smallpox. 

Chicken 

Pox. 

Measles. 

Scarlet 

Fever. 

Diphtheria 

and  Croup. 

Whooping 

Cough. 

Diarrhoea. 

Enteritis. 

Gastritis. 

Premature 

Birth. 

Congenital 

Defects. 

Injury  at 

Birth. 

Want  of 

Breast  Milk. 

Atrophy, 

Debility, 

Marasmus. 

Tuberculous 

Meningitis. 

Tuberculous  | 

Peritonitis.  1 

Other 

Tubercular 

Diseases. 

10 

3 

. . 

2 

1 

. . 

6 

2 

5 

6 

2 

1 

1 

3 

1 

2 

1 

1 

9 

2 

1 

4 

i 

2 

9 

8 

3 

5 

2 

1 

3 

2 

i 

i 

1 

. . 

2 

1 

1 

2 

1 

2 

6 

1 

3 

2 

1 

2 

i 

16 

5 

4 

I 

1 

4 

17 

i 

2 

1 

12 

2 

2 

2 

11 

3 

2 

2 

2 

6 

5 

i 

i 

i 

2 

1 

1 

1 

1 

i 

1 

2 

1 

9 

2 

1 

3 

5 

2 

1 

2 

i 

i 

2 

1 

1 

2 

1 

3 

2 

2 

5 

1 

5 

11 

4 

6 

1 

1 

7 

l 

1 

5 

1 

9 

3 

3 

24 

3 

40 

6 

i 

4 

13 

i 

2 

2 

1 

is 

1 

1 

5 

5 

2 

1 

i 

2 

1 

i 

1 

i 

10 

3 

2 

2 

3 

3 

9 

1 

2 

2 

1 

2 

1 

i 

1 

1 

6 

5 

1 

1 

8 

i 

3 

1 

i 

' * 

13 

3 

5 

2 

2 

1 

2 

2 

8 

i 

1 

8 

3 

2 

i 

5 

6 

6 

2 

1 

1 

2 

9 

5 

4 

153 

25 

5 

1 

69 

15 

3 

8 

20 

114 

24 

24 

11 

13 

..  | 82 

9 

15 

23 

eg 

.S' 

‘m 


a o 

SO-P  ■ 


16 


14 

6 

i 


16 


U to 

0 0 

Death 

All  Causes. 

Rate 

Og 

per  1,00( 

Births. 

6 

21 1 

75 

10 

54  J 

128.6 

l\ 

3 

75.0 

7} 

11 

96.4 

11 

5 

68.4 

••  1 
••  f 

• • 

2 

1 

15  1 
26  f 

41 

125.3 

3 

1 

22  j 

27  f 

49 

119.8 

2} 

2 

52.6 

1 

5 J 

10 

147.0 

1 

9 1 
14  f 

23 

112.2 

1 

31 1 
73) 

104 

119.2 

22  | 
25  r 

47 

150.6 

1 

14  r 

15 

145.6 

1 

11 

14 

16 

145.1 

2 

5 

27 

39  f 

66 

136.3 

1 

1 

3 1 
8f 

10  l 

71 

11 

100.0 

i 

81 

134.1 

12 

15 

60  | 
101  \ 

161 

158.1 

2 

25  | 

30  f 

55 

123.8 

3 

1 

13 1 

17 

120.5 

2I 

6) 

8 

173.9 

2 

12 

24 1 

36 

157.8 

15  l 
10  , 

25 

126.2 

1 

3 

3; 

3 1 

11 

146.6 

3 

2 

16  L 
27} 

43 

127.6 

2 [ 

2 

95.2 

10 

33j 

73 

112.2 

7 

40  r 

1 

17  l 

58 

166.6 

3 

41  1 

6I 

4 1 

10 

104.1 

47 

68 

685 } 4,058 

130.6 

aths 


Table  III 


Other 

Tubercular 

Diseases. 

Erysipelas. 

Syphilis. 

Rickets. 

Meningitis 

(not 

Tuberculous). 
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Deaths  of  Infants  in  RURAL  Districts  (in  7,864  Births). 
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4-5  Months. 
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Premature 
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Injury  at 
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Peritonitis.  | 
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Tubercular 
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p 
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I beg  to  call  the  attention  of  the  Medical  Officers  of  Health  to  the  importance  of  filling  this  table  up  carefully , so  that  the  figures  balance  with  those  given  m the  Table  in  the  Appendix.  This  year  in  some  instances  the  figures  do  not  correspond. 
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The  work  of  providing  ample  water  supplies  and  systems  of 
sewerage  is  proceeding  apace.  These  are  the  necessary 
preliminaries  to  the  abolition  of  the  privy  midden. 

A start  has  been  made  by  the  County  Council  to  attack  the 
problem  of  infantile  mortality  through  the  midwives.  Nearly 
10,000  circulars  on  the  feeding:  and  care  of  infants  have  been 
distributed  among  the  certified  midwives  in  the  county,  who 
are  themselves  being  taught  as  rapidly  as  the  work  can  be  done. 
I look  forward  with  confidence  to  great  results  from  the  passing 
of  the  Midwives  Act. 

Then  the  older  girls  in  the  Elementary  Schools  should  have 
instruction  given  them  on  the  management  of  infants. 
Dr.  Niven  suggests  that  domestic  hygiene  and  economy  should 
be  taught  incidentally  in  the  teaching  of  arithmetic  in  girls’ 
schools.  An  arithmetical  problem,  which  might  be  set  in 
every  girls’  school,  is  this  : — 

Q. — How  much  barley  water  and  how  much  sugar 
must  be  added  to  half  a pint  (10  ounces)  of  cow’s  milk 
to  make  it  of  similar  composition  to  human  milk,  if 
cow’s  milk  and  human  milk  have  the  following  com- 
position per  cent. ? : — 

Proteids.  Sugar. 

Cows’  Milk  4-0'  4-6 

Human  Milk  2-5  6-0 

Ans. — 6 ozs.  of  water,  \ oz.  sugar. 

The  Manchester  Education  Committee  have  appointed  a 
Trained  Nurse  to  give  simple  lessons  and  demonstrations  to 
the  older  girls  in  the  Elementary  Schools  on  feeding  and  tend- 
ing of  infants  and  young*  children.  The  general  opinion  at 
the  National  Conference  on  Infantile  Mortality,  however, 
appeared  to  be  that  this  kind  of  teaching  should  take  place  in 
continuation  classes,  and  that  any  training  of  the  girls  in 
school  should  be  the  indirect  teaching  resulting  from  the 
teachers  themselves  being  trained  in  general  hygiene. 

I referred  last  year  to  the  want  of  cleanliness  in  the  houses  of 
the  colliers  ; this  and  intemperance  are  also  removable  causes. 

The  Right  Hon.  John  Burns,  M.P.,  in  opening  the  National 
Conference  on  Infantile  Mortality,  called  attention  to  the  drink 
question  as  a cause  of  infantile  mortality  in  the  following 
trenchant  words : — 


“ Infantile  mortality,  apart  from  epidemic  causes,  too  often 
corresponds  with  the  drunkenness  that  accompanies  full  em- 
ployment, high  wages,  disproportionately  and  stupidly  spent, 
and  consequently  the  abuse  of  both  wages  and  employment. 
We  cannot  ignore  the  fact  that  often  when  trade  fails  and  work 
is  slack,  and  even  when  wages  are  low  and  intermittent,  the 
death-rate  among  children  drops  down.  We  cannot  avoid 
the  illustration  of  the  cotton  famine,  the  siege  of  Paris,  and 
many  other  instances  that  you  may  know  of  perhaps  better 
than  I do.  Bad  though  liquor  is  to  the  child,  penalising  as  it 
is  to  the  father,  alcohol  in  the  mother,  especially  in  the 
expectant  mother,  is  one  of  the  most  serious  tragedies  that 
society  is  confronted  with.  It  not  only  produces  sterility, 
abortion  and  premature  and  still  births,  but  what  is  worse 
and,  more  pathetic  to  me,  debility  in  the  children  who  survive 
the  alcoholic  impregnation.  There  is  the  poignant  tragedy  of 
the  might  have  been  blighted  by  maternal  indiscretion  ere 
active  life  had  come.  Sadder,  too,  to  me,  is  this  fact,  that 
children  of  alcoholic  or  even  drunken  or  heavy  drinking 
parents  are  permanently  handicapped  in  the  race  of  life,  prob- 
ably for  thirty,  forty,  or  fifty  years,  simply  because  of  the 
transient  folly  and  the  temporary  satisfaction  of  one  of  the 
most  stupid  and  physically  demoralising  appetites  that  we  as  a 
nation;  are  cursed  with  in  nearly  all  classes  of  society.  It  is 
not  an  accident  that  the  deaths  from  overlaying  of  infants  are 
twice  as  high  on  Saturday  nights  as  on  any  other  night  of  the 
week,  that  Monday  comes  next  in  the  death  roll,  and  that 
Sunday  is  third.  I believe  that  these  things  point  unmis- 
takably to  the  fact  that  as  the  means  for  intoxication  are 
provided  so  are  the  abuse  and  the  results  of  intoxication 
proved/’ 

The  first  step  to  alter  this  is  to  face  the  truth.  I cannot, 
then,  believe,  that  those  chiefly  interested  will  not  alter  things 
themselves. 
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SMALL- POX. 

124  cases  of  Small-pox  were  notified  during  the  year.  The 
type  of  the  disease  was  extremely  mild.  All  the  cases  were 
removed  to>  and  treated  in  hospital,  and  there  was  only  one 
death.  Table  IV.  gives  the  cases  and  deaths  in  each  district. 

TABLE  IV.— SMALL-POX. 


URBAN  DISTRICTS. 

Estimated 

Population, 

1905. 

Cases. 

Deaths. 

Case  rate  per 
1,000  of 
Population. 

Case 

mortality 
per  cent. 
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Hospital. 

Alfreton 

18,350 

Alvaston  & Boulton  . . 
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Ashbourne 

4,140 

Bakewell 

2,940 

Baslow 
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11,380 

Bolsover 

9,000 
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1,360 
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i 
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, . 

. , 

Chesterfield  (Boro’)  . . 
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1 
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. • 
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Fairfield 
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1 

•04 

1 

Heage  . . 
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• . 

• • 

, . 

Heanor 

17,880 

2 

i 

•11 

50-00 

2 

Ilkeston  (Boro5) 

29,250 

• • 

• . 

, , 

Long  Eaton  . . 

15,300 

• • 

. , 

. , 

Matlock 

6,320 

, , 

, , 

, . 

Matlock  Bath 

1,830 

. , 

• • 

Newbold  & Dunston  . . 

6,100 

8 

1-31 
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New  Mills 

8,000 

. # 

, , 

North  Barley.. 

3,030 

• • 

• • 

, , 

Ripley 

10,500 

• • 

. . 

. . 

South  Darley . . 

810 

• • 

• . 

• . 

Swadlincote  . . 

19,450 

• . 

. • 

, , 

Whittington  . . 

9,870 

2 

•20 

2 

Wirksworth 

3,850 

. • 

• • 

• • 

Urban  Districts 

265,650 

68 

i 

•02 
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RURAL  DISTRICTS. 

Estimated 
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Cases. 

Deaths. 

Case  rate  per 
1,000  of 

Case 

mortality 

Cases  re- 
moved to 

Ashbourne 

1905. 

10,520 

Population. 

per  cent. 

Hospital. 

Bakewell  (South) 

7,830 

, # 

, , 

, , 

. , 

Bakewell  (North) 

10,990 

. . 

, , 

. . 

Basford 

1,520 

, . 

, , 

, , 

. , 

Belper 

23,200 

9 

•38 

• . 

9 

Blackwell 

35,670 

2 

•05 

2 

Chapel -en -le -Frith 

14,560 

• , 

. , 

# , 

• • 

Chesterfield 

75,410 

42 

•55 

. , 

42 

Clowne 

14,100 

3 

•21 

, , 

3 

Glossop  Dale  . . 

4,150 

• • 

Hartshorne  & Seals  . . 

7,600 

, , 

Hayfield 

3,940 

• • 

Norton 

3,670 

. , 

Repton 

15,080 

. . 

Shardlow 

28,190 

. , 

Sudbury 

2,540 

Rural  Districts 

258,970 

56 

•02 

56 

Urban  Districts 

265,650 

68 

i 

•02 

1-47 

68 

Whole  County 

524,620 

124 

i 

•02 

•80 

124 

14 


TABLE  Y — SCARLET  FEVER. 


Estimated 

1 

Case  rate  pel 

Case 

Cases 

URBAN  DISTRICTS. 

Population 

Cases. 

Deaths. 

1,000  of 

Mortality 

removed  to 

1905. 

| 

Population. 

per  cent. 

i Hospital. 

Alfreton 

18,850 

69 

5 

3-75 

7-24 

49 

Alvaston  & Boulton 

1,700 

27 

1 

15-88 

3.70 

Ashbourne 

4,140 

6 

# 

D44 

# . 

, , 

Bakewell 

2,940 

9 

1 

3-06 

1M1 

6 

Baslow 

770 

# . 

* • 

a # 

Belper 

11,380 

18 

, , 

1-58 

, . 

15 

Bolsover 

9,000 

55 

2 

6-11 

3-63 

, , 

Bonsall 

1,360 

# # 

, , 

Brampton  & Walton 

2,700 

6 

. a 

2-22 

, # 

Buxton 

11,500 

10 

, , 

•86 

# # 

9 

Chesterfield  (Boro’) 

28,890 

116 

8 

4-01 

6-89 

40 

Clay  Cross 

8,450 

78 

5 

9-23 

6-49 

22 

Dronfield 

3,920 

18 

2 

6-16 

11-11 

1 

Fairfield 

3,730 

13 

# . 

3-48 

6 

Glossop  (Boro’) 

21,520 

106 

8 

4-92 

7-5 

75 

Heage 

3,110 

3 

• • 

•96 

# . 

2 

Heanor 

17,880 

88 

2 

4-92 

2-27 

1 

Ilkeston  (Boro’) 

29,250 

85 

2 

2-90 

2-35 

1 

Long  Eaton  . . 

15,300 

175 

2 

11-43 

1-14 

45 

Matlock 

6,320 

10 

• • 

1-58 

# # 

3 

Matlock  Bath 

1,830 

5 

2-73 

Newbold  & Dmiston 

6,100 

55 

i 

9-01 

1-81 

6 

New  Mills 

8,000 

67 

# , 

8-37 

11 

North  Barley . . 

3,030 

29 

# # 

9-57 

Ripley 

10,500 

70 

4 

6-66 

5-71 

3i 

South  Darley . . 

810 

13 

. , 

16-04 

Swadlincote  . . 

19,450 

61 

1 

3-13 

1-63 

Whittington  . . 

9,870 

58 

4 

5-87 

6-89 

Wirksworth 

3,850 

29 

• • 

7-53 

• • 

20 

Urban  Districts 

265,650 

1,279 

48 

4-81  ! 

3-75 

343 

RURAL  DISTRICTS. 

Estimated 

Case  rate  per 

Case 

Cases  re- 

Population 

Cases. 

Deaths. 

1.000  of 

Mortality 

moved  to 

1905. 

Population. 

per  cent. 

Hospital. 

Ashbourne 

10,520 

53 

1 

5-03 

1-88 

Bakewell  (South)  .. 

7,830 

27 

• • 

3-44 

Bakewell  (North)  . . 

10,990 

94 

• • 

8-55 

Basford 

1,520 

14 

# # 

9-21 

9 

Belper 

23,200 

87 

1 

3-74 

1-14 

48 

Blackwell 

35,670 

119 

4 

3-33 

3-36 

27 

Chapel-ende-Frith  . . 

14,560 

77 

2 

5-28 

2-59 

Chesterfield 

75,410 

590 

28 

7-82 

4-74 

135 

Clowne 

14,100 

245 

4 

17-37 

1-63 

6 

Glossop  Dale  . . 

4,150 

9 

2-16 

1 

Hartshorne  & Seals 

7,600 

38 

2 

5-00 

5-26 

9 

Hayfield 

3,940 

6 

2 

1-52 

33-33 

3 

Norton 

3,670 

15 

1 

4-08 

6-66 

9 

Repton 

15,080 

89 

3 

5-90 

3-37 

76 

Shardlow 

28,190 

198 

6 

7-02 

3-03 

88 

Sudbury 

2,540 

3 

• • 

1-18 

• • 

• o 

Rural  Districts  . . 

258,970 

1,664 

54 

6-42 

3-24 

411 

Urban  Districts . . 

265,650 

1,279 

48 

4-81 

3-75 

343 

Whole  County  . . 

524,620 

2,943 

102 

5-61 

3-46 

754 

Chart  B. 
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Note- The  cases  are  shown  per  WOO,  the  DEATHS  per  10,000. 


— Chart  C.— 

Shewing  the  rwttficaiioTis  of  Scarlet  Fever  try  yeriocLs  of  4 Weeks  1894  to 1905 , 
and  the  relation,  of  the - same,  to  the,  meam  expected  monthly  number. 


Scarlet  Fever. 
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SCARLET  FEVER. 


Year. 

Cases. 

Case  Mortality 
per  cent. 

Death  Rate 
per  1,000  pop. 

1899 

3,062 

2-8 

•170 

1900 

2,390 

3-3 

•159 

1901 

1,897 

2-32 

•089 

1902 

1,416 

3-17 

•090 

1903 

1,225 

2-04 

•049 

1904 

2,994 

3-40 

•197 

1905 

2,943 

3-46 

•194 

The  number  of  cases  of  Scarlet  Fever  notified  during  the 
year  was  2,943,  as  against  2,989  in  the  previous  year.  The 
number  of  deaths  was  the  same  in  each  year,  namely,  102. 

From  Chart  B it  will  be  seen  that  the  last  epidemic  we  have 
been  passing  through  was  not  so  severe  as  the  previous  one 
eight  years  ago ; that  both  cases  and  deaths  were  fewer. 
Chart  B shows  the  case  rate  per  1,000  and  the  number  of 
deaths  per  10,000  since  the  year  1894. 

In  the  Annual  Report  for  last  year  I pointed  out  the 
influence  of  school  attendance  of  children  under  five  in  the 
spread  of  Scarlet  Fever.  I have  since  noticed  that  the  pro- 
portion of  children  under  five  dying  from  Scarlet  Fever  in 
the  Urban  Districts  is  two-thirds,  while  in  the  Rural  Districts 
it  is  only  half  the  total  deaths  from  Scarlet  Fever.  The 
point  is  an  important  one,  and  confirms  the  view  I have  pre- 
viously expressed. 

Chart  C shows  the  seasonal  prevalence  of  Scarlet  Fever  since 
1894.  The  diagram  shows  that  in  Derbyshire  the  seasonal 
prevalence  is  the  same  as  in  England  and  Wales — that  in  the 
Spring  and  Summer  it  reaches  a minimum,  while  the  maximum 
is  attained  in  the  stiller  and  more  humid  months  at  the  end 
of  the  year. 

During  the  four  years  1901  to  1904,  there  was  a larger 
accumulation  of  unprotected  children,  yet  the  number  of  cases 
in  the  last  epidemic  was  less  than  in  1899,  1897,  and  1896. 

Table  V.  gives  the  number  of  cases,  and  the  case  mortality, 
and  the  number  of  cases  removed  to  Hospital  in  each  District 
of  the  County.  The  highest  case  rate  was  in  the  Clowne 
Rural  District — namely,  17  per  1,000.  It  will  be  seen  that 
about  one-fourth  of  the  cases  notified  were  removed  to  Hospital. 
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TABLE  VI. 


ENTERIC  FEVER. 


Estimated 

Case  rate  pei 

Case 

Cases  re- 

URBAN  DISTRICTS. 

Population, 

Cases. 

Deaths, 

1,000  of 

Mortality 

moved  to 

1905. 

Population. 

per  cent. 

Hospital. 

Alfreton 

18,350 

6 

•32 

Alvaston  & Boulton  . . 

1,700 

. . 

• » 

. , 

# # 

Ashbourne 

4,140 

32 

3 

7*72 

, # 

# . 

Bakewell 

2,940 

1 

. . 

•34 

• • 

• • 

Baslow 

770 

• e 

. , 

• • 

• • 

. . 

Belper 

11,380 

5 

1 

•43 

20-00 

4 

Bolsover 

9,000 

13 

1 

1-44 

7-61 

, # 

Bonsai! 

1,360 

3 

2 

2-20 

66-66 

, # 

Brampton  & Walton  . . 

2,700 

2 

2 

•74 

100-00 

• • 

Buxton 

11,500 

6 

2 

•52 

33-33 

3 

Chesterfield  (Boro’)  . . 

28,890 

15 

4 

•51 

26-66 

5 

Clay  Cross 

8,450 

• • 

• • 

• . 

• . 

• . 

Dronfield 

3,920 

1 

1 

•25 

100-00 

Fairfield 

3,730 

3 

1 

•80 

33-33 

1 

Glossop  (Boro’) 

21,520 

14 

4 

•65 

28-57 

6 

Heage 

3,110 

. . 

• • 

• • 

• . 

# . 

Heanor 

17,880 

11 

1 

•61 

9-09 

1 

Ilkeston  (Boro’) 

29,250 

31 

4 

1-06 

12-90 

6 

Long  Eaton  . . 

15,300 

• • 

• • 

• . 

• . 

, . 

Matlock 

6,320 

1 

, , 

•15 

. # 

1 

Matlock  Bath 

1,830 

, . 

# # 

, , 

Newbold  & Dunston.. 

6,100 

6 

1 

•98 

16-66 

3 

New  Mills 

8,000 

• , 

# , 

# # 

• » 

North  Barley.. 

3,030 

• • 

• . 

• • 

, , 

• • 

Ripley 

10,500 

4 

2 

•38 

50-00 

3 

South  Darley . . 

810 

1 

1 

1-23 

100-00 

• • 

Swadlincote 

19,450 

8 

3 

•41 

37-50 

Whittington  . . 

9,870 

4 

1 

•40 

25-00 

# # 

Wirks  worth 

3,850 

1 

•25 

1 

Urban  Districts 

265,650 

168 

34 

•63 

20-23 

34 

Estimated 

Case  rate  per 

Case 

Cases  re- 

RURAL  DISTRICTS. 

Population, 

Cases. 

Deaths. 

1,000  of 

Mortality 

moved  to 

1905. 

Population. 

per  cent. 

Hospital. 

Ashbourne 

10,520 

Bakewell  (South) 

7,830 

. . 

• • 

Bakewell  (North) 

10,990 

. • 

. . 

. . 

Basford 

1,520 

1 

1 

•65 

100-00 

» 

Belper 

23,200 

1 

• . 

•43 

Blackwell 

35,670 

50 

2 

1-40 

4-00 

22 

Chap  el -en -le -Frith 

14,560 

4 

. . 

•27 

Chesterfield 

75,410 

19 

3 

•25 

15-79 

9 

Clowne 

14,100 

5 

1 

•35 

20-00 

Glossop  Dale 

4,150 

1 

• . 

•24 

Hartshorne  & Seals  . . 

7,600 

1 

•13 

Hay  field 

3,940 

. . 

• • 

. , 

Norton 

3,670 

3 

1 

•81 

33-33 

Repton 

15,080 

1 

1 

•06 

100-00  • 

Shardlow 

28,190 

8 

2 

•28 

25-00 

2 

Sudbury 

2,540 

1 

• • 

•39 

Rural  Districts 

258,970 

95 

11 

•36 

11-57 

33 

Urban  Districts 

265,650 

16S 

34,. 

•63 

20-23 

34 

Whole  County 

520.620 

263 

45 

•50 

17-11 

67 

Case  rate  per  looo  of  Population . 


TYPHOID. 

CASES  AND  DEATHS, 
1894  to  1905. 


Chart  D. 
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— — Chart  E — - 

Shewing  ihe  rwtLficajbioTis  of  Typhx>irL  Fever  irv  periods  of  4 Weeks  1894  to 1905, 


Typhoid  Fever. 
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ENTERIC  OR  TYPHOID  FEVER. 


Year. 

Cases. 

Case  Mortality 
per  cent. 

Death  Rate 
per  1,000  pop. 

1900 

678 

14-8 

•203 

1901 

495 

15-5 

•156 

1902 

262 

17-5 

•092 

1903 

340 

10-5 

•071 

1904 

352 

15-0 

*102 

1905 

263 

1711 

•085 

Chart  D shows  at  a glance  the  cases  per  1,000  and  the 
deaths  per  10,000  since  the  year  1891. 

Chart  E shows  the  number  of  notifications  of  Enteric  Fevei 
we  have  had  in  each  period  of  four  weeks  since  1894. 

We  shall  not,  however,  be  able  to  get  rid  of  Enteric  Fever 
until  the  water  supplies  in  the  county  are  sufficient  to  warrant 
the  authorities  adopting  the  water  carriage  system  of  excrement 
removal. 

The  only  epidemic  which  occurred  during  the  year  was  at 
Ashbourne,  where  32  cases  occurred  in  a population  of  4,100. 
It  was  discovered  that  all  infected  houses  derived  their  milk 
supply  from  one  or  two  sources.  At  one  of  these  a polluted 
well  water  was  used  for  washing  the  dairy  utensils.  At  the 
other  water  was  used  which  was  stored  in  uncovered  troughs 
exposed  to  contamination.  Immediately  the  use  of  these  milk 
supplies  were  stopped,  no  fresh  cases  occurred,  except  those 
due  to  direct  infection  by  other  members  of  the  families 
living  in  the  infected  houses. 

In  the  Blackwell  Bural  District,  as  usual,  there  were  a 
large  number  of  cases  at  Shirebrook.  It  is  worth  while  again 
emphasising  the  importance  of  the  bearing  of  these  outbreaks 
of  Enteric  Fever  in  a district  like  Shirebrook,  the  inhabitants 
of  which  are  provided  with  a public  water  supply  which  is 
above  suspicion.  The  village  of  Shirebrook  was  erected  in  a 
great  hurry,  and  the  paving  of  the  backyards  is  of  an  unsatis- 
factory character.  A good  water  supply  and  a complete 
system  of  sewers  have  been  provided,  but  the  inhabitants  do 
not  obtain  the  full  benefit  of  the  money  they  have  spent  in 
providing  sewers  and  a public  water  supply  by  not  using 
the  sewers  and  the  water  for  the  removal  of  the  excrement. 
I have  no  hesitation  in  saying  that  the  outbreaks  of  Diarrhoea 
and  Typhoid  at  Shirebrook  would  cease  if  the  water-carriage 
system  of  excrement)  removal  were  adopted,  and  if  the  yards 
were  properly  paved.  Not  only  would  the  health  of  the 
district  benefit,  but  after  the  initial  expense  of  converting 
privies  and  pail-closets  into  water-closets,  a saving  of  money 
would  be  effected  in  scavenging. 
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TABLE  VII. 

DIPHTHERIA  AND  MEMBRANOUS  CROUP. 


URBAN  DISTRICTS. 

Estimated 

Population, 

1905. 

Cases. 

Deaths. 

Case  rate  per 
1,000  of 
Population. 

Case 

Mortality 
per  cent. 

Cases 

removed 

to 

Hospital. 

Alfreton 

18,350 

Alvaston  & Boulton  . . 

1,700 

1 

, , 

•58 

, , 

Ashbourne 

4,140 

1 

1 

•24 

100-00 

Bakewell 

2,940 

1 • 

•34 

, , 

Baslow 

770 

# # 

, , 

Belper 

11,380 

4 

•35 

. • 

4 

Bolsover 

9,000 

20 

, 2-22 

• . 

Bonsall 

1,360 

. # 

, . 

Brampton  & Walton  . . 

2,700 

2 

•74 

• • 

Buxton 

11,500 

8 

i 

•69 

12-50 

2 

Chesterfield  (Boro’)  . . 

28,890 

18 

3 

•62 

16-66 

4 

Clay  Cross 

8,450 

. . 

• . 

. . 

Dronfield 

3,920 

4 

l 

1-02 

25-00 

Fairfield 

3,730 

10 

. , 

2-68 

Glossop  (Boro’) 

21,520 

• . 

. • 

• . 

Heage  . . 

3,110 

• • 

. . 

• . 

Heanor 

17,880 

47 

4 

2-62 

8-51 

Ilkeston  (Boro’) 

29,250 

21 

1 

•71 

4-76 

Long  Eaton  . . 

15,300 

46 

7 

3-00 

15-21 

6 

Matlock 

6,320 

1 

. , 

•15 

, , 

Matlock  Bath 

1,830 

. , 

, . 

. • 

Newbold  & Dunston  . . 

6,100 

12 

1 

1-96 

8-33 

New  Mills 

8,000 

. . 

. , 

North  Darley . . 

3,030 

6 

2 

1-98 

33-33 

Ripley 

10,500 

6 

3 

•57 

50-00 

South  Darley . . 

810 

• * 

« . 

• . 

• • 

Swadlincote 

19,450 

6 

• 0 

•30 

Whittington  . . 

9,870 

11 

, , 

1-11 

• . 

Wirks  worth 

3,850 

4 

• • 

1-03 

Urban  Districts 

265,650 

229 

24 

•86 

10-48 

16 

RURAL  DISTRICTS. 

Estimated 

Population, 

Cases. 

Deaths. 

Case  rate  per 
1,000  of 

Case 

Mortality 

Cases 

removed 

Ashbourne 

1905. 

10,520 

14 

Population. 

1-33 

per  cent. 

Hospital. 

Bakewell  (South) 

7,830 

8 

3 

1-02 

37-50 

Bakewell  (North) 

10,990 

. . 

, , 

# , 

, , 

Basford 

1,520 

1 

, , 

•65 

. # 

Belper 

23,200 

52 

9 

2-24 

, , 

Blackwell  . . . 

35,670 

19 

1 

•53 

5-26 

Chapel-ende-Frith 

14,560 

16 

, . 

1-09 

• • 

Chesterfield 

75,410 

110 

15 

1*45 

13-63 

Clowne 

14,100 

100 

10 

7-09 

10-00 

Glossop  Dale 

4,150 

2 

1 

•48 

50-00 

Hartshorne  & Seals  . . 

7,600 

2 

1 

•26 

50-00 

Hayfield 

3,940 

1 

. # 

•25 

. # 

Norton 

3,670 

1 

1 

•27 

100-00 

Repton 

15,080 

29 

7 

1-92 

24-14 

5 

Shardlow 

28,190 

98 

5 

3-47 

5-10 

17 

Sudbury 

2,540 

• • 

• • 

• • 

• • 

• • 

Rural  Districts 

258,970 

453 

53 

1-74 

11-70 

22 

Urban  Districts 

265,650 

229 

24 

•86 

10-48 

16 

Whole  County 

520,920 

682 

77 

1-30 

11-29 

38 

of  Population. 


Chart  F. 
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DIPHTHERIA  AND  MEMBRANOUS  CROUP. 


Year. 

Cases. 

Deaths. 

Case  Mortality 
per  cent. 

1889-1894 

1895 

2 i 9 

97 

30-4 

1896 

331 

75 

22-2 

1897 

211 

52 

24*6 

1898 

233 

64 

27*4 

1899 

368 

82 

22-2 

1900 

450 

70 

15-5 

1901 

348 

98 

28-1 

1902 

451 

101 

22-3 

1903 

583 

88 

15-1 

1904 

552 

66 

11*9 

1905 

682 

77 

11-29 

As  will  be  seen  from  the  Chart  F,  the  number  of  cases*  of 
Diphtheria  reported  is  going  up  each  year.  Fortunately,, 
as  the  result  of  the  introduction  of  the  Antitoxin  treatment, 
in  spite  of  the  increased  number  of  cases,  the  death  rate  is* 
now  steadily  diminishing.  This  increase  in  the  number  of 
cases  of  Diphtheria  is  not  peculiar  to  Derbyshire.  It  is 
general  throughout  England.  The  cause  of  this  increase 
has  been  investigated  by  several  observers,  and  the  generally 
accepted  opinion  is  that  it  is  due  to  the  increasing  aggregat- 
ion of  children  in  schools  as  a result  of  the  introduction  of 
compulsory  school  attendance.  The  reports  of  Sir  Shirley 
Murphy  to  the  London  County  Council  clearly  shew  that, 
during  the  summer  holidays,  the  number  of  cases  of  Diph- 
theria reported  at  the  school  attendance  ages  falls  off ; that 
m the  four  weeks  after  the  re-assembling  of  the  school,  the 
number  of  cases  reported  goes  up.  This  result  does  not 
hold  good  for  children  under  three  years  of  age,  or  over 
thirteen  years  of  age. 

Dr.  Reicl,  the  County  Medical  Officer  of  Health  of  Staf- 
fordshire, has  compared  the  English  figures  with  those  of 
Scotland,  where  education  was  more  general  than  in  England, 
and  calls  attention  to  the  fact  that  the  Diphtheria  death 
rate  was  going  down  in  England  till  the  seventies,  when  the 
disease  started  to  rise,  and  this  change  is  not  shared  by 
Scotland. 

Most  of  the  Authorities  in  the  county  now  provide 
Antitoxin  free  of  charge  for  the  use  of  patients  who  cannot 
afford  to  pay  for  it,  but  looking  at*  the  large  mortality  in 
some  of  the  districts,  I cannot  think  that  the  arrangements 
which  have  been  made  are  in  every  way  satisfactory.  The 
largest  proportion  of  cases  was  in  the  Clowne  Rural  District, 
where  7 per  1,000  of  the  population  were  notified  as  suffering 
from  this  disease.  This  proportion  seems  very  large,  but 
10  per  cent,  of  the  cases  proved  fatal. 
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TABLE  VIII. 

PUERPERAL  FEVER  AND  ERYSIPELAS. 


Urban  Districts. 

Estimated 

population, 

1905. 

Cases. 

Deaths. 

Case  rate  per 

1,000  of 
Population. 

Case  Mortality 
per  cent. 

Puer- 

Ery- 

Puer- 

Ery- 

Puer- 

Ery- 

Puer- 

Ery- 

sipelas. 

peral. 

sipelas. 

peral. 

sipelas 

peral. 

sipelas. 

peral. 

Alfreton 

18,350 

2 

22 

1 

•10 

1-19 

50-00 

Alvaston  & Boulton 

1,700 

# # 

. • 

• . 

• • 

• • 

Ashbourne 

4,140 

# . 

4 

1 

• . 

•96 

. . 

25-00 

Bake  well 

2,940 

, . 

5 

• . 

1*71 

• • 

• • 

Baslow 

770 

# t 

# . 

• . 

. . 

. . 

• • 

Belper 

11,380 

, . 

7 

2 

. . 

•61 

• . 

28-5 

Bolsover 

9,000 

4 

49 

3 

:44 

5-44 

75-00 

• • 

Bonsall 

1,360 

, . 

. . 

. • 

• • 

. . 

• • 

Brampton  & Walton 

2,700 

. . 

. . 

. . 

• • 

. . 

• • 

Buxton 

11,500 

1 

3 

2 

•08 

•26 

• . 

66-66 

Chesterfield  (Boro’) . . 

28,890 

2 

33 

•06 

1-14 

• • 

• • 

Clay  Cross  . . 

8,450 

1 

10 

•11 

1-18 

. • 

• • 

Dronfield 

3,920 

# # 

1 

• . 

•25 

• • 

• • 

Fairfield 

3,730 

, # 

2 

•53 

• • 

• • 

dossop  (Boro’) 

21,520 

1 

20 

1 

i 

•04 

•92 

100-00 

5-00 

Heage 

3.110 

• • 

• • 

• . 

• • 

• . 

• • 

Heanor 

17,880 

. . 

24 

, . 

1-40 

• • 

• • 

Ilkeston  (Boro’) 

29,250 

2 

5 

i 

•06 

•17 

50-00 

• . 

L*mg  Eaton 

15,300 

, , 

17 

. # 

1-11 

• • 

• • 

Matlock 

6,320 

# . 

1 

. . 

•15 

, , 

• , 

Matlock  Bath 

1,830 

, . 

2 

2 

. . 

1-09 

• • 

100-00 

Newbold  & Dunston 

6,100 

2 

6 

i 

•32 

•98 

50-00 

• , 

New  Mills 

8,000 

1 

14 

i 

•12 

1-75 

, , 

7-14 

North  Darley 

3,030 

1 

. . 

i 

•33 

• • 

100-00 

• . 

Ripley 

10,500 

• . 

9 

• . 

•85 

. • 

• . 

South  Darley 

810 

• • 

• • 

. . 

• • 

. . 

. . 

Swadlincote  . . 

19,450 

1 

26 

•05 

1-33 

, , 

• . 

Whittington 

9,870 

. • 

11 

. • 

1-11 

• • 

• . 

Wirksworth  . . 

3,850 

2 

•51 

* • 

Urban  Districts  . . 

265,650 

18 

273 

8 

9 

•06 

1-02 

44-44 

3-29 

Itural  Districts. 

Estimated 

population. 

Cases. 

Deaths. 

Case  rate  per 
1,000  of 
Population. 

Case  Mortality 
per  cent. 

1905. 

Puer- 

Ery- 

Puer- 

Ery- 

Puer- 

Ery- 

Puer- 

Ery- 

peral. 

sipelas. 

peral. ! sipelas 

peral. 

sipelas. 

peral. 

sipelas. 

Ashbourne 

10,520: 

1 

8 

1 

2 

•09 

•78 

100-00 

25-00 

Bakewell  (South) 

7,830 

. # 

9 

1 

, # 

1-14 

11-11 

Bakewell  (North) 

10,990 

• • 

4' 

, , 

•36 

Basford 

1,520 

. • 

5 

. # 

. # 

3-28 

Belper 

23,200 

1 

6 

. . 

•43 

2-58 

Blackwell 

35,670 

5 

36 

1 

•14 

1-00 

2-77 

Chapel-en-le-Frith  . . 

14,560 

. . 

12 

, , 

, , 

•82 

Chesterfield  . . 

75,410 

5 

73 

2 

, , 

•06 

•96 

40 

Clowne 

14,100 

1 

15 

•07 

1-06 

Glossop  Dale 

4,150 

4 

. . 

, . 

•96 

Hartshorne  & Seals 

7,600 

. . 

4 

2 

•52 

50-00 

Hayfield 

3,940 

.. 

2 

# 

. , 

•76 

Norton 

3,670 

2 

* * 

1 

. . 

•54 

50-00 

Repton 

15,080 

2 

8 

•13 

•53 

Shardlow 

28,190 

1 

12 

• ♦ 

•03 

•42 

Sudbury 

2,540 

9 

.. 

1 

•78 

50-00 

Rural  Districts  . . 

258,970 

16 

202 

3 

8 

•06 

•78 

18-75 

3-96 

Urban  Districts  . . 

265,650 

18 

273 

8 

9 

•06 

1-02 

44-44 

3-29 

Whole  County 

520.920 

34 

475 

11 

17 

•06 

•90 

32-35 

3-57 
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PUERPERAL  FEVER  AND  ERYSIPELAS. 

As  in  previous  years,  I give  tabulated  together  the  cases 
of  Puerperal  Fever  and  Erysipelas  (see  Table  VIII.).  My 
reason  for  putting  the  two  diseases  together  is  that  the  germ 
of  Erysipelas  is  one  of  the  most  frequent  causes  of  Puerperal 
Fever.  It  is  significant  that,  for  the  year  under  review, 
Bolsover,  which  had  the  highest  case  rate  from  Erysipelas, 
also  had  the  highest  case  rate  from  Puerperal  Fever. 

PUERPERAL  FEVER. 

Below  are  tabulated  the  cases  and  deaths  from  Puerperal 
Fever,  and  the  case  mortality  per  cent,  since  the  year  1900. 
I have  also  worked  out  the  case  rate  per  1,000  births,  as 
with  a diminishing  birth  rate  there  should  be  less  Puerperal 
Fever.  The  only  fair  comparison  is  a rate  per  1,000  births. 
It  is  satisfactory  to  see  that  during  the  year  the  number  of 
cases  worked  out  on  this  basis  was  the  smallest  we  have  yet 
recorded,  and  that  the  case  mortality  per  cent,  was  also 
the  smallest  on  record.  It  is  early  yet  to  say  whether  this 
is  the  result  of  the  passing  of  the  Midwives  Act,  but  there 
can  be  no  doubt  that  the  increasing  cleanliness  which  is 
resulting  from  the  passing  of  the  Midwives  Act  must  have 
a beneficial  effect. 


Year. 

Cases. 

Deaths. 

Case  Rate 
per  1,000  Births. 

Case  Mortality 
per  cent. 

1900 

36 

18 

2-24 

50- 

1901 

50 

28 

3-02 

56- 

1902 

42 

17 

2-59 

40-4 

1903 

42 

23 

2-56 

54-76 

1904 

43 

18 

2-64 

40-5 

1905 

34 

11 

2-13 

32-35 

ERYSIPELAS. 

Below  are  tabulated  the  case  rate  from  Erysipelas  per  1,000 
of  population  in  the  Urban  and  Rural  Districts,  and  the 
case  mortality  per  cent,  since  the  year  1900.  It  will  be 
seen  that  the  case  rate  is  slightly  higher  in  the  Urban 
Districts.  The  case  mortality  per  cent,  remains  about  the 
same . 


Years. 

Urban. 
Case  Rate 
per  1,000. 

Rural. 
Case  Rate 
per  1,000. 

Whole  County. 

Cases. 

Case  Rate 
per  1,000. 

Case  Mortality 
per  cent. 

1900 

•95 

•87 

454 

•91 

3-7 

1901 

•93 

•80 

442 

•87 

3-4 

1902 

•93 

•81 

451 

•90 

4-2 

1903 

•82 

•77 

402 

•79 

3-23 

1904 

•88 

•72 

417 

•81 

2-62 

1905 

1-02 

•78 

475 

•90 

3-57 
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MEASLES. 


Years. 

Urban. 

Rural. 

Whole  County. 

Deaths. 

Rates. 

Deaths. 

Rates. 

Deaths. 

Rates. 

1900 

102 

•41 

86 

•34 

18S 

•378 

1901 

36 

•14 

57 

•22 

93 

•184 

1902 

98 

•39 

45 

•18 

143 

•287 

1903 

80 

•31 

50 

•20 

130 

•257 

1904 

50 

• -19 

56 

•21 

106 

•204 

1905 

83 

•32 

60 

.22 

143 

•27 

During'  the  year  143  deaths  occurred  from  Measles,  giving 
a death  rate  of  -27  per  1,000.  Of  this  number  133  occurred 
under  five  years  of  age.  Now  that  the  Education  Committee 
have  decided  that,  in  future,  accommodation  shall  not  be 
provided  for  children  under  four  years  of  age,  I hope  to 
see  a reduction  in  the  death  rate  from  this  disease.  The 
question  of  the  effect  of  school  attendance  on  Measles  has 
been  made  the  subject  of  careful  inquiry  by  the  Education 
Committee  of  the  London  County  Council.  The  conclusion 
arrived  at  is  that  when  once  an  outbreak  of  Measles  gets 
hold  of  a district  it  is  very  little  use  closing  the  schools,  but 
that  as  the  mortality  chiefly  occurs  (at  any  rate  in  the  classes 
attending  elementary  schools)  among  children  under  five 
years  of  age,  that  on  the  occurrence  of  a first  case,  if  an 
Infants’  Department  is  promptly  closed  for  a short  time 
an  outbreak  may  be  averted. 

If,  as  a result  of  preventive  measures,  the  attacks  of 
Measles  are  only  delayed  for  a few  years  the  mortality  from 
this  disease  will  be  diminished.  Measles  is  most  fatal  during 
the  second  year  of  life,  after  which  time  it  rapidly  falls  to  a 
minimum  above  five,  so  that  each  year  an  attack  of  Measles 
can  be  postponed  is  a gain. 

An  interesting  experiment  with  regard  to  Measles  is  being 
tried  at  Brighton,  and  has  recently  received  the  approval  of 
the  Education  Committee  of  the  London  County  Council. 
This  is  only  to  exclude  children  under  five  from  houses 
infected  with  Measles,  and  children  who  have  not  themselves 
been  protected  by  a previous  attack.  The  point  of  the  whole 
procedure  with  regard  to  Measles  is  that  preventive  efforts 
should  be  concentrated  on  the  Infants  Departments. 
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WHOOPING  COUGH. 


Y ears. 

Urban. 

Rural. 

Whole  County. 

Deaths. 

Rates. 

Deaths. 

Rates. 

Deaths. 

Rates. 

1900 

65 

•26 

63 

•25 

128 

•257 

1901 

67 

•26 

89 

•34 

156 

•309 

1902 

77 

•37 

39 

•15 

116 

•233 

1903 

68 

•26 

94 

•37 

162 

•321 

1904 

88 

•33 

65 

•25 

153 

•295 

1905 

47 

•17 

47 

•18 

94 

•17 

The  number  of  deaths  from  Whooping  Cough  which 
occurred  during  the  year  was  94,  giving  a death  rate  of  17 
per  1,000.  Of  this  number  of  deaths  89  occurred  under 
five  years  of  age.  The  remarks  made  under  the  heading  of 
Measles  apply  also  to  a great  extent  in  the  case  of  Whooping 
Cough. 


DAIRIES,  COWSHEDS  AND  MILKSHOPS. 

Although  no  proper  register  was  kept-  during  1905  in  the 
Chesterfield  Rural  District,  it  is  satisfactory  to  be  able  to 
record  that  regulations  were  adopted  which  will  come  into 
force  during  the  current  year.  The  work  of  inspecting  the 
dairies  is  best  carried  out  in  the  Repton  Rural  District,  in 
which  district  there  are  277  cowsheds  registered.  But  in  all 
the  districts  the  inspection  is  of  a more  or  less  perfunctory 
character.  Unless  the  Rural  Districts  carry  out  the  duties 
which  Parliament  has  imposed  upon  them  it  will  not  be  long 
before  the  London  County  Council  and  the  large  towns 
obtain  increased  powers  with  regard  to  the  inspection  of  the 
cowsheds  from  which  their  districts  are  supplied  with  milk. 

At  the  National  Conference  on  Infantile  Mortality,  which 
was  presided  over  by  the  Right  Hon.  John  Burns,  M.P.,  the 
following  resolution  was  passed  : — 

“ That  the  Dairies,  Milkshops,  and  Cowsheds  Order  is 
defective,  and  that  any  amendment  should  extend  the 
definition  of  disease  as  applied  to  animals,  and  should 
make  the  provision  of  regulations  by  Local  Authorities 
compulsory.  That  the  scope  of  the  regulations  should  be 
extended  to  cover  dirty  milk,  and  should  enable  Local 
Authorities  to  prohibit  the  sale  of  any  milk  which  fails 
to  comply  with  the  conditions  of  purity  agreed  upon.” 


24 


DAIRIES,  COWSHEDS,  AND  MILKSHOPS. 


Urban  Districts. 

Area  in  Acres. 

Dairies,  Cowsheds  and  Milkshops. 

Number  on 

Register. 

Number  of 

Inspections. 

Number  of 

Notices  given 

for 

Infringements 

of  Regulations. 

— 

Alfreton 

.lvaston  and  Boulton 

Ashbourne  

Bakewell 

Baslow 

Belper 

Bolsover  ...  

Bonsall  ... 

Brampton  and  Walton 

Buxton 

Chesterfield  (Boro’)  ... 

Clay  Cross  

Dronfield 

Fairfield 

Glossop  (Boro’) 

Heage  ... 

Heanor 

Ilkeston  (Boro’)  

Long  Eaton  ... 

Matlock  

Matlock  Bath  ...  

Newbold  and  Dunston 

New  Mills  

North  Darley 

Ripley 

South  Darley  ... 

Swadlincote 

Whittington 

Wirksworth  

Urban  Districts  ... 

4,626 

1,591 

573 

3,018 

5,634 

3,183 

4,955 

2,447 

10,104 

1.300 

1,216 

1,467 

1,045 

3,457 

3,052 

2,367 

3,509 

2,526 

2,099 

4,205 

335 

2,803 

5,204 

5,142 

2,815 

2,008 

3,670 

1,581 

8,027 

50 

11 

No 

5 

No 

13 

No 

Medical  Office 
13 

18 

42 

8 

38 

67 

6 

81 

27 

8 

18 

3 

13 

51 

48 

10 

39 

30 

10 

33 

information 

13 

information 

80 

information 
r’s  rec’m’nd’tio 

203 

113 

29 

17 

114 

61 

18 

10 

29 

27 

6 

Several. 

18 

5 

123 

40 

60 

2 

10 

given. 

given. 

given. 

ns  not  adopted 

23 

9 

8 

1 

3 

88,969 

569 

1,039 

56 

Rural  Districts. 

Area  in  Acres. 

Dairies,  Cowsheds  and  Milkshops. 

Number  on 
Register. 

Number  of 
Inspections. 

Number  of 
Notices  given 
for 

Infringements 
of  Regulations. 

Ashbourne 

70,380 

315 

___ 

21 

Bakewell  (South)  

l 84  97fi 

50 

73 

20 

Bakewell  (North)  

13 

42 

— 

Basford 

3,569 

3 

6 

— 

Belper 

50,357 

143 

89 

1 

Blackw  ell  

21,237 

151 

87 

7 

Chapel-en-le-Frith  ... 

78,723 

160 



— 

Chesterfield  

69,838 

No 

Register 

kept. 

Clowne 

13,428 

22 

55 

— 

Glossop  Dale  ... 

17,891 

71 

18 

— 

Hartshorne  and  Seals 

11,479 

42 

25 

8 

Hayfield  

10,282 

17 

17 

— 

Norton 

8,738 

51 

— 

2 

Repton 

54,273 

277 

185 

35 

Shardlow  

44,359 

1 

8 

2 

Sudbury  

17,299 

145 

140 

— 

Rural  Districts 

556,129 

1,461 

745 

96 

Urban  Districts 

88,969 

569 

1.039 

56 

Whole  County 

645,098 

2,03d 

1,784 

152 
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TUBERCULOSIS. 

DEATH-RATE  FROM  PHTHISIS  SINCE  1891. 


Year. 

Derbyshire. 

England  and 
Wales. 

1891 

1-42 

1-6 

1892 

42 

1-4 

1S93 

1-1 

1-4 

1894 

1-1 

1-4 

1895 

1-1 

1-4 

1896 

1-0 

1-3 

1897 

1-0 

1-3 

1898 

1-0 

1-3 

1899 

•97 

1-3 

1900 

•9 

1-3 

1901 

•89 

1*26 

1902 

•78 

1-23 

1903 

•80 

1-20 

1904 

•87 

1-23 

1905 

•76 

The  death  rate  from  Phthisis  during  the  year  was  -76. 
This  is  the  lowest  rate  that  we  have  yet  recorded.  It  is 
interesting  to  note  that  in  the  Colliery  Districts,  although 
they  have  a high  general  death  rate,  the  rate  from  Phthisis 
is  below  the  average,  indeed  less  than  that  of  the  purely 
Agricultural  Districts,  such  as  Ashbourne,  Rep  ton,  and 
Sudbury. 

During  the  year  the  County  Council  resolved  to  give  a 
grant  in  aid  of  the  erection  of  a Sanatorium  for  Consumptives, 
and  contribute  a sum  towards  its  annual  maintenance  upon 
certain  conditions.  The  line  the  County  Council  have 
taken  in  this  matter  is  a safe  one,  namely,  that  they  do  not 
take  the  initiative,  but  that  if  the  people  of  the  county 
decide  to  provide  a Sanatorium  for  Consumptives,  the  Council 
subsidize  and  maintain  a certain  number  of  beds  for  the  use 
of  the  less  fortunate  inhabitants  who  would  not  otherwise 
be  able  to1  avail  themselves  of  such  an  institution. 

A movement  is  on  foot  to  provide  an  institution  of  this 
kind  for  the  Borough  of  Sheffield.  It  might  be  an  advantage 
to  the  inhabitants  of  both  districts  and  also1  to  those  of  the 
Borough  of  Derby  if  one  institution  were  provided  to  serve 
for  the  three  districts. 

The  following  is  the  report  to  the  Council,  which  was 
formally  adopted  : — 

“ The  Public  Health  Committee  recommend  that  in 
the  event  of  a Sanatorium,  being  provided  for  Derby  and 
Derbyshire,  the  County  Council  subsidize  ten  beds  for 
the  use  of  patients  sent  in  by  District  Councils,  provided 
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the  capital  expenditure  so  entailed  does  not  exceed  a 
capital  sum  of  £2,500  out  of  a total  of  £10,000  to  be 
raised,  and  an  annual  charge  of  not  exceeding  £400,  on 
condition  that  £10,000  is  invested  for  maintenance 
purposes.  The  recommendation  which  your  Committee 
makes  has  been  submitted  to  such  eminent  medical 
authorities  as  Sir  William  Broadbent  and  Sir  Douglas 
Powell,  who  both  suggest  that  one-third  of  the  selected 
early  cases  would  be  practically  cured  by  a three  months' 
course  of  treatment  ; but  the  aspect  of  the  question  which 
appeals  to  your  Committee  most  is  the  fact  that  in  these 
ten  beds  each  year  120  patients  might  be  treated  for  one 
month,  as  is  being  done  in  the  Borough  of  Brighton, 
whereby  the  working  life  of  those  patients  would  be,  at 
any  rate,  prolonged,  and  the  period  at  which  the  patient 
or  his  relatives  might  become  chargeable  to  charitable 
or  parochial  relief  would  be  postponed.  A few  cases 
might  be  cured.  Every  patient,  by  a month’s  course  of 
treatment,  would  be  trained,'  so  that  when  he  left  the 
Sanatorium  his  ailment  would  be  less  likely  to  prove  a 
cause  of  danger  to  his  family  or  to  his  fellow- workmen. 
While  in  the  Sanatorium,  his  house  would  be  disinfected, 
and  thereby  the  infectious  nature  of  the  disease  would  be 
brought  home  to  those  with  whom  he  has  to  live;  and, 
finally,  the  educational  effect  of  his  practising  the  open- 
air  treatment  would  be  of  the  greatest  value  to  the  com- 
munity. If  the  ten  beds  were  used  only  for  a month’s 
training  and  treatment  each  year,  120  persons  would  be 
able  to*  disseminate  throughout  the  county  the  know- 
ledge that  consumption  is,  in  the  first  place,  infectious, 
and,  in  the  second  place,  prevented  by  living  in  the 
open  air.  But,  in  addition  to  this,  there  is  a still 
greater  factor,  as  your  Committee  only  suggest  that  the 
ten  beds  should  be  provided  on  the  condition  that  a 
Sanatorium  of  forty  beds  is  erected,  the  rest  of  the  money 
being  found  by  public  subscription. 

“ The  ten  subsidized  beds  would  be  for  the  benefit  of 
those  members  of1  the  working  classes  in  the  county  who 
could  not  afford  to  pay  such  a sum  as  30s.  per  week.  The 
cases  would  be  sent  in  by  the  District  Councils,  who 
would  decide  whether  they  would  pay  the  patient’s 
expenses,  or  let  the  relatives  of  the  patient  get  the  sum 
as  they  could.  Doubtless,  each  case  would  be  judged  on 
its1  merits. 

“ Other  beds  would  be  kept  for  paying  patients,  these 
would  be  self-supporting,  while  the  rest  of  the  beds 
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would  be  maintained  by  local  subscriptions  from  various 
parts  of  tire  county  for  the  use  of  patients  coming  from 
those  districts,  and  it  is  also  hoped  that  the  workmen’s 
societies  in  the  county  will  maintain  a certain  number 
of  beds. 

“ A fact  which  your  Committee  would  draw  attention 
to  is  that  in  Germany  the  Workmen’s  Insurance  Com- 
panies and  Societies  have  found  that  it  actually  pays  to 
send  a patient  in  for  Sanatorium  treatment,  rather  than 
pay  him  sick  money.  Their  experience  has  been  that 
the  patients,  after  treatment,  have  continued  to  pay  their 
subscriptions  into  the  Societies’  funds  for  such  a term  as 
to-  recoup  the-  Insurance  Companies  for  sending  them  to  a 
Sanatorium. 

“ It  is  a clearly-accepted  fact  that  Phthisis  is  eminently 
preventable.  There  are  still,  however,  nearly  five 
hundred  deaths  each  year  in  the  county  from  this  disease, 
and  these  at  the  most  valuable  period  of  life.  If  it  were 
not  that  the  death-rate  was  gradually  falling,  your  Com- 
mittee would  have  hesitated  to  recommend  the  Council 
to  make  this  expenditure,  but,  as  Sir  Douglas  Powell 
puts  it,  ‘ the  moderate  provision  contemplated  will  in 
time  be  sufficient  to  deal  with  the  diminishing  number 
of  cases.’  ” 


MSDWIVES  ACT,  1902. 

This  Act  came  into  operation  on  April  1st,  1905,  but  until 
April  1st,  1910,  unregistered  women  are  still  allowed  to 
practise.  Under  the  Act  the  County  Council  is  appointed 
the  Supervising  Authority,  and  given  the  following  duties:  — 

1.  To  exercise  general  supervision  over  all  mid  wives 
practising  within  their  area  in  accordance  with  the  rules 
of  the  Central  Midwives  Board. 

2.  To  investigate  charges  of  malpractice,  negligence,  or 
misconduct  ( e.g .,  drunkenness)  on  the  part  of  any  mid- 
wife, and  should  a prima  facie  case  be  established,  to 
report  the  same  to'  the  Central  Mid  wives  Board. 

3.  To  suspend  any  midwife  from  practice  in  accord- 
ance with  the  rules  of  the  Central  Midwives  Board,  if 
necessary,  to  prevent  the  spread  of  infection. 

4.  To  report  to  the  Central  Midwivesi  Board  the  name 
of  any  midwife  convicted  of  an  offence. 
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5.  During  the  month  of  January  of  each  year  to  supply 
the  Secretary  of  the  Central  Midwives  Board  with  the 
names  and  addresses  of  all  mid  wives,  who,  during  the 
preceding"  year,  have  notified  their  intention  to  practise 
within  their  area,  and  to  keep  a current  copy  of  the  Boll 
of  Mid  wives. 

6.  To'  report  to  the  Central  Midwives  Board  the  death, 
change  of  name,  or  address,  of  any  midwife. 

Miss  Green,  who  holds  a Sanitary  Inspector’s  Certificate 
from  the  Sanitary  Institute,  besides  being  a trained  nurse 
and  a.  certificated  midwife,  has  been  appointed  to  visit  the 
midwives  at  their  homes  to  inspect  their  books,  appliances, 
to  report  on  their  personal  cleanliness,  and  the  cleanliness  of 
their  surroundings,  and  to  exercise  an  educational  influence  on 
such  of  the  midwives  as  are  in  need  of  improvement.  The 
number  of  women  who  have  registered  themselves  under  the 
Act  in  the  county  is  400,  about  100  of  whom  are  quite 
illiterate,  and  a large  number  of  the  rest  are  extremely 
ignorant.  The  number  of  women  who  have  received  proper 
training  is  42. 

The  policy  I adopted  was  to  encourage  every  woman  who> 
was  practising  to  become  registered,  as  she  would  then  come 
under  our  supervision.  The  result  is  that  there  is  a large 
number  of  women  registered  who  are  not  in  every  way  desir- 
able, but  if  they  were  not  registered  they  could  continue 
practising  until  the  year  1910,  and  after  that  time  could 
only  be  stopped  from  practising  by  our  actually  being  able 
to  prove  that  they  were  practising  for  gain,  which  would 
be  a difficult  matter. 

Again,  it  has  not  appeared  to  me  to  be  politic  to  take  too 
high  a.  standard  of  efficiency  for  the  women  who-  have  placed 
themselves  upon  the  register,  but  to  endeavour  to  gradually 
raise  the  standard,  for  if  we  reported  every  case  to  the  Mid- 
wives Board  in  which  the  rules  of  the  Board  were  not  com- 
plied with  it  would  result  in  the  removal  of  a large  number 
of  midwives  from  the  register  before  the  machinery  had  been 
provided  for  supplying  their  places  by  properly  qualified 
women . 

The  Education  Committee  have  decided  to1  give  scholarships 
of  the  value  of  £15  each  to  a certain  number  of  women  each 
year  who  will  undertake  to  be  trained,  and  then  practise  in 
the  county.  Considerable  difficulty  has  been  experienced  in 
finding  places  for  the  women  to  be  trained  at.  I hope, 
however,  before  next  year,  that  a Training  School  wTill  be 
established  within  the  Administrative  County. 
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The  Education  Committee  have  also  given  a grant 
enabling  the  midwives  who  are  registered  to  be  collected 
together  for  simple  courses  of  lectures  to  be  given  to  them. 
Already  two  courses  have  been  delivered.  These  lectures 
are  enabling  the  midwives  to  obtain  fairly  accurate  ideas  as 
to  their  work,  as  to  the  danger  of  infection,  and  some  idea 
of  what  scientific  cleanliness  means.  The  opportunity  has 
also  been  taken  to  supply  information  to  the  midwives  on 
the  care,  management,  and  feeding  of  infants.  The  midwives 
are  being  provided  with  circulars  on  Infant  Feeding,  which 
they  are  asked  to  leave  with  the  mothers  when  they  cease 
attending.  Simply  worded  printed  instructions  with  regard 
to  their  duties  have  also  been  given  to  them. 


WATER  SUPPLY, 

WATER  SUPPLIES  WITHIN  THE  ROTHER 

WATERSHED. 

The  two  chief  sources  of  supply,1  within  the  R other  Water- 
shed are  those  of  the  Chesterfield  Joint  Water  Board  and  the 
Northern  Scheme  of  the  Chesterfield  Rural  District  Council. 

The  area  supplied  by  the  Joint  Water  Board  comprises  the 
Borough  of  Chesterfield,  the  Urban  Districts  of  Brampton 
and  Walton,  Newbold  and  Dunston  and  Whittington,  and  the 
Parishes  of  Brimington,  Tapton,  and  Hasland. 

Dr.  Groodfellow,  Medical  Officer  of  Health  of  Brampton 
and  Walton,  writes: — “During  the  summer  and  autumn 
there  was  great  scarcity  of  water  in  the  Chesterfield  district, 
and  the  Water  Board  thought  it  necessary  to  pump  water 
from  the  stream  at  Brookside  into  the  mains.  The  quality 
of  this  water  was  most  objectionable,  but  it  was  improved 
by  filtration.’' 

Dr.  Peck,  the  Medical  Officer  of  Health  for  the  Borough 
of  Chesterfield,  states  that  “ the  dryness  of  the  last  few  months 
of  1904  and  the  early  months  of  the  year  caused  great 
anxiety  to  be  felt  on  this  account,  and  pumping  from  the 
Holme  and  Ladywood  brooks  was  resorted  to.  The  wafer 
from  these  was  not  of  good  quality,  being  liable  to  pollution 
by  cattle.  A pressure  filter  at  the  brook,  Ladywood  Station, 
materially  improved  the  appearance  of  the  water,  but  did 
not  make  it  bacteriologically  perfect.  An  inspection  of  the 
gathering  grounds  of  the  brooks  shewed  that  the  sewage  of 
a farm  entered  one  of  them,  but  this  was  promptly  cut  off. 
The  acquisition  of  the  Whispering  Well  at  Holymoor  Side 
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was  most  valuable,  and  a connection  with  the  Rural  District 
Council’s  main  at  Whittington  supplemented  the  supply  to 
a small  extent.” 

Dr.  O.  A.  Palmer,  Medical  Officer  of  Health  of  Newbold 
and  Dunston,  writes  : — “ The  summer  was  an  exceptionally 
dry  one,  and  the  supply  of  water  was  short  both  for  domestic 
and  flushing  purposes.” 

The  Chesterfield  Joint  Water  Board  has  a gathering  ground 
of  1,333  acres,  with  an  average  rainfall  which  I estimate 
at  30  inches  (the  true  mean  of  the  rainfall  as  gauged  at 
Linacre  being  28-66  inches).  The  minimum  collectable  rainfall 
on  the  gathering  ground  may  be  taken  as  10  inches.  A part  of 
the  gathering  ground  is  cultivated,  and  the  Water  Board 
obtained  powers  in  1904  to  construct  filters  and  an  additional 
reservoir.  During  the  year  considerable  progress  has  been 
made  with  the  filters,  and  a start  has  been  made  with  the 
new  reservoir,  which,  when  completed,  will  hold  64,000,000 
gallons,  bringing  the  total  storage  of  the  Water  Board  up 
to  210,000,000  gallons. 

The  Rural  District  Council  has  utilized  a gathering  ground  of 
1,458  acres,  with  an  average  rainfall  of  35  inches,  12-5  of  which 
is  collectable;  this  gathering  ground  is  moor  land.  This 
Council  also  has  at  Crowdiole  some  560  acres  of  gathering 
ground  similar  to  that  of  the  Joint  Water  Board,  the  water 
from  which  requires  filtration. 

The  following  Table  summarises  the  works  of  the  two 
Authorities  : — 


Chesterfield  Rural  District  Council. 


Gathering  Ground. 
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* In  process  of  Construction. 
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To  utilize  a gathering  ground  to  the  greatest  advantage 
it  is  agreed  that  the  reservoirs  should  be  capable  of  storing 
the  excess  of  the  rainfall  during  three  years  over  the  con- 
sumption during  the  same  period.  In  three  dry  years,  with 
the  rainfall  there  is  on  the  gathering  ground  of  the  Rural 
District  Council,  226,000,000  gallons  could  be  accumulated, 
but  they  can  only  store  143,000,000  gallons,  so  that  during 
the  three  winters  83,000,000  gallons  will  run  to  waste. 
During  the  same  three  years  the  Joint  Water  Board  could 
accumulate  160,000,000  gallons  in  tlieir  reservoirs  of 
210,000,000  gallons  capacity,  and  would  still  have  room  to 
store  50,000,000  gallons  out  of  the  83,000,000  gallons  run- 
ning to  waste  from  the  Rural  gathering  ground. 

This  is  a strong  argument  for  merging  the  two  under- 
takings under  a Joint  Water  Board  for  the  Bother  Water- 
shed. At  the  present  time  the  mains  of  the  Rural  District 
Council  pass  through  the  area  of  the  Chesterfield  Water 
Board  (see  sketch  map  opposite).  An  amalgamation  would 
enable  the  high  level  water  to  be  used  for  the  more  distant 
parts  of  the  district,  and  for  a supply  to  be  taken  to  the 
Clown e Rural  District.  It  would  permit  of  the  Crowhole 
water  being  filtered  at  Linacre,  and  by  having  one  set  of 
officials  a saving  in  service  would  be  effected. 

The  sketch  plan  also  shows  the  position  of  an  additional 
source  of  water  which  is.  available  at  Manton. 

Such  a change  doubtless  would  necessitate  an  Act  of 
Parliament.  In  1903  “ The  County  Council  Bills  in  Parlia- 
ment Act ;;  was  passed,  enabling  a County  Council  to  pro- 
mote such  a Bill  as  is  required  for  the  establishment  of  one 
Water  Authority  for  the  whole  of  the  Bother  Watershed,  so 
that  such  sources  of  water  as  are  available  for  that  part  of 
the  County  may  be  utilized  to  the  fullest  advantage  of  all 
the  inhabitants  alike,  each  authority  being  paid  the  full 
value  of  its  share  in  the  joint  undertaking. 


WATER  SUPPLIES  WITHIN  THE  DERWENT 

WATERSHED. 

Derwent  Valley  Water  Scheme. 

As  a result  of  the  rain-gaugings  during  the  last  six  years 
the  annual  available  rainfall  draining  into  each  reservoir  of 
the  Derwent  Valley  Water  Scheme  is  as  set  forth  below  : — 

In  respect  of  the  Ronksley  Reservoir : — 

Twenty-seven  inches  and  fourteen  hundredths  of  an  inch 
(27-14  inches). 
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In  respect  of  the  Howden  Reservoir : — 

Twenty-four  inches  and  seventy-seven  hundredths  of  an 
inch  (24-77  inches). 

In  respect  of  the  Derwent  Reservoir:  — 

Twenty-one  inches  and  sixty-four  hundredths  of  an  inch 
(21-64  inches). 

In  respect  of  the  Ashoptoni  Reservoir : — 

Sixteen  inches  and  seventy-three  hundredths  of  an  inch 
(16-73  inches). 

In  respect  of  the  Hagglee  Reservoir : — - 

Twenty-five  inches  and  one-tenth  of  an  inch  (25-10  inches). 

In  respect  of  the  Bamford  Reservoir  : — 

Seventeen  inches  and  eighty-four  hundredths  of  an  inch 
(17-84  inches). 

It  is  provided  by  Section  52  of  the  Derwent  Valley  Water 
Act  that  before  the  Board  “ shall  be  entitled  to  appropriate 
any  water  intercepted  by  any  reservoir,  they  shall  discharge 
in  a regular,  uniform,  and  continuous  flow  throughout  the 
twenty-four  hours,  and  every  day,  out  of  such  reservoir  a 
quantity  of  water  as  compensation  water  equivalent  to  one 
three-hundred-and-sixty-fifth  part  of  one-third  of  the  annual 
available  rainfall  for  the  drainage  area  above  such  reservoir.” 
From  the  data  given  the  flow  from  the  River  Derwent  can 
be  calculated. 

During  the  year  I had  a number  of  interviews  with  Local 
Authorities  with  regard  to  the  amount  of  water  they  would 
be  likely  to  require  from  the  Derwent  Valley  Scheme.  As 
the  Council  will  remember  the  Authorities  within  the 
County,  outside  the  Bother  Watershed,  have  a right  to 
demand  water  up  to  5,000,000  gallons  a day,  but  as  the  Der- 
went Water  Board  are  carrying  their  scheme  out  in  three 
instalments,  it  is  desirable  that  the  Local  Authorities  in 
the  County  should  make  their  demands  in  proportion  to  the 
amount  being  delivered  by  each  instalment  of  the  works. 

We  ascertained  from  the  Engineer  of  the  Water  Board  that 
it  would  suit  the  first  instalment  of  their  scheme  if  the  daily 
demands  of  the  County  were  kept  within  the  following- 
limits  : 

(a)  From  the  Aqueduct  to  Cricli  and  service  reservoir 
there  not  exceeding  500,000  gallons. 

(b)  From  the  Nottingham  main  not  more  than 
250,000  gallons. 

(c)  From  the  main  for  the  supply  of  Leicester, 
between  Ambergate  and  Sawlev,  not  more  than  1,000,000 
gallons  per  day. 
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I am  glad  to  be  able  to  record  that  the  Local  Authorities 
have  agreed  to  make  their  demands  so  as  to  permit  of  this 
arrangement  being  carried  out.  We  were  considerably  helped 
by  the  Corporation  of  Ilkeston  and  the  Heanor  Urban  District 
Council  agreeing  to  make  no  demand  for  water  whatever. 

The  following  are  the  amounts  of  water  which  the  Local 
Authorities  will  require  : — 


FROM  THE  AQUEDUCT  TO  CRICH. 

Chapel-en-le-Frith  require  a junction  below  Tucker’s 
Farm,  and  agree  to  limit  themselves  to  40,000  gallons  per 
day. 

Bakewell  Rural  state  that  they  do  not  think  they  will 
require  any  water,  and  agree  to  limit  themselves  to  40,000 
gallons  per  day.  Personally  I believe  the  water  will  be 
required  as  a supplementary  supply  for  Hathersage  and 
Grindleford. 

North  Darley. — No  water  has  been  asked  for. 

Matlock  require  two  junctions,  one  at  the  junction  of 
Askerfield  Lane  and  Chesterfield  Road,  and  the  other  on  the 
Tansley  Road;  the  amount  of  water  which  lias  been  allowed 
to  Matlock  is  100,000  gallons  per  day. 

Matlock  Bath  require  a junction  on  the  public  road,  near 
to  the  Council's  reservoir  and  Darley  Hill,  as  a supplemen- 
tary supply  15,000  gallons  per  day  has  been  allowed. 

South  Darley. — 15,000  gallons  per  day  has  been  allowed. 


FROM  TFIE  CRICH  RESERVOIR. 

Two  hundred  and  ninety  thousand  gallons  will  be  avail- 
able for  Alfreton  and  the  Blackwell  Rural  District.  If  more 
water  is  required  there  will  probably  be  no  difficulty  in  obtain- 
ing it  from  this  reservoir. 


FROM  THE  NOTTINGHAM  MAIN. 

Ripley  has  been  allocated  200,000  gallons  per  day,  and 
the  Basforcl  Rural  District  10,000  gallons  per  day.  Junctions 
have  been  asked  for  by  Ripley  and  Codnor  Park. 
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FROM  THE  LEICESTER  MAIN. 

The  Heage  Urban  Council  limit  themselves  to  20,000 
gallons,  and  have  asked  for  two  junctions.  The  Belper 
Urban  Council  ask  for  two  junctions,  and  agree  to  limit 
themselves  to  20,000  gallons  per  day.  This  amount  of  water 
being  turned  into  Bessyloan  reservoir  is  most  desirable  from 
the  point  of  view  of  reducing  the  hardness  of  the  town,  supply. 

Belper  Rural. — 120,000  gallons  per  day  has  been  allotted 
to  this  Rural  District. 

Shardlow. — A great  difficulty  has  arisen  in  estimating  the 
quantity  of  water  required  for  this  district.  I have  put  it 
down  at  140,000  gallons.  In  order  to  render  the  water  avail- 
able for  this  district  a.  comprehensive  scheme  would  have  to 
be  carried  out  in  conjunction  with  other  Authorities. 

Long  Eaton. — This  Council  have  intimated  that  they  are 
prepared  to  limit  themselves  to  150,000'  gallons  per  day. 

Swadlincote.- — No  conclusion  has  been  come  to  by  the 
Swadlincote  District  Council,  but  it  will  be  seen  that  a con- 
siderable margin  has  been  left  for  the  supply  of  this  district. 

Difficult  engineering  questions  arise  in  connection  with 
affording  a supply  to  Long  Eaton  and  Swadlincote. 

I believe  that  the  most  satisfactory  method  of  supplying 
the  south-east  of  the  County  would  be  by  a considerable 
extension  of  the  water  limits  of  the  Long  Eaton  Urban 
District  Council.  A service  reservoir  shewn  on  one  of  the 
hills  above  the  400  contour,  to  the  north-west  of  Long  Eaton, 
would  command  the  whole  of  the  south-east  of  the  County. 

For  the  water  to  reach  Swadlincote  is  a more  difficult 
matter  still.  I would  suggest  that  it  might  be  delivered  at 
the  pie  sent  Swadlincote  Pumping  Station,  and  bei  pumped 
up  without  losing  its  head  * the1  water  could  be1  delivered  at 
the  Milton  Pumping  Station  with  a pressure  capable  of 
reaching  to  some  430  feet  (O.D.),  and  it  would  have  to  be 
forced  up  to  the  reservoir  at  Blackfordbv  at  a level  of  540 
feet  (O.D.). 

It  will  be  seen  that,  there  are  complicated  engineering 
questions  arising,  and  if  arrangements  could  be  made  whereby 
the  opinion  of  the  Engineer  to  the  Derwent  Valley  Water 
Board  could  be  obtained,  it  would  undoubtedly  be  to  the 
interests  of  the  County. 

As  an  example  of  one  of  the  many  questions  which  will 
have  to  be  solved,  if  the  sketch  map  opposite  is  examined, 
it  will  be  seen  that  the  area  of  the;  Derby  Corporation  water 
limits,  which  includes  Allestree,  Markeaton,  Mack  worth, 
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Mickleover,  and  Littleover,  intervenes  between  the  Derwent 
Valley  main  to  Leicester  and  the  Repton  Rural  District,  and 
the  question  arises  as  to  whether  an  arrangement  ought  not 
to  be  made  with  the  Corporation  of  Derby,  whereby  on  certain 
conditions  they  should  have  an  extension  of  their  water  limits, 
and  a high  pressure  main  to  be  taken  to  Mickleover  and 
extended  on  to  Etwall,  Willington,  etc. 

To  enable  the  Authorities  within  the  County  to  avail  them- 
selves of  their  right  to  take  the  Derwent  Valley  water,  it 
appears  to  me  desirable  that  the  County  Council  should  have 
power  to  apportion  the  water  in  accordance  with  the  require- 
ments of  the  several  Districts,  and  to  group  Districts  to  enable- 
joint  schemes  to  be  carried  out,  and  in  any  Bill  promoted  for 
securing  the  good  government  of  the  County,  Clauses  should 
be  inserted  to  this  effect. 


WATER  SUPPLIES  OF  URBAN  DISTRICTS. 

Alfreton. — An  Engineer  has  prepared  an  elaborate  report. 
Dr.  Gaylor  writes: — “"But  the  water  supply  is  the  most 
urgent  requirement  of  the  district,  and  should  take  pre- 
cedence of  all  other  matters.'' 

Alvaston  and  Boulton. — The  water  supply  to  the  Alvaston 
and  Allenton  Schools  was  analysed,  and  the  chemical  analysis 
shewed  it  to  be  unfit  for  drinking  purposes.  The  district  is 
within  the  Derby  Corporation  limits,  and  the  Corporation 
mains  have  already  been  extended  to  the  portion  of  Alvaston 
incorporated,  so  that  there  is  no  excuse  for  the  Schools  not 
taking  the  Corporation  water. 

Ashbourne,. — The  town  water  was  analysed,  and  found 
to  be  pure  and  free  from  any  organic  contamination.  The 
boring  operations  at  the  Waterworks,  mentioned  in  the 
Report  for  1904,  were  completed  during  1905,  and  an  ad- 
ditional supply  of  water  has  been  obtained. 

Bakewell. — In  April  the  Coombs  reservoir  was  emptied 
out,  the  walls  and  joints  repaired  with  cement,  and  the 
paved  bottom  scrubbed  and  cleared  of  all  deposit.  The  water 
supply  was  well  maintained  during  the  summer,  and  the 
quality  was  generally  satisfactory.  Five  new  houses  have 
been  connected  to>  it. 

Bolsqver. — Dr.  Stratton  writes: — “Now  that  a whole- 
some and  adequate  water  supply  is  available,  I should  very 
much  like  to  see  this  water  used  in  every  house  in  this 
district  which  is  at  present  dependant  on  well  water.  As 
the  wells  are  only  bricked  inside,  contamination  of  the  water 
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is  bound  to'  occur  by  surface  water,  and  percolation  of  filth 
from  the  adjoining  privy  middens.” 

I can  confirm  the  Medical  Officer  s opinion  as  to  the  con- 
dition of  the  local  wells.  During  the  year  I analysed  eight 
samples  of  water,  every  one  of  which  shewed  such  high  pollu- 
tion with  organic  matter  as  to  render  them  dangerous  to 
drink.  Copies  of  the  analyses  were  sent  to  the  District 
Council. 

With  regard  to  the  public  supply,  the  water  is  obtained 
from  the  Lancashire,  Derbyshire,  and  East  Coast  Railway 
Tunnel,  through  the  magnesium  limestone.  The  water,  upon 
analysis  yields  the  following  results  : — 


Parts  per  100,000 


Total  solid  matter 

...  48.0 

Free  and  Saline  Ammonia 

0.003 

Organic  Ammonia 

0.001 

Nitrogen  as  Nitrates  and  Nitrites 

0.385 

Chlorine 

2.3 

,,  Temporary 

...  18.78 

Hardness  Permanent 

...  23.60 

,,  Total 

...  42.38 

Oxygen  absorbed  in  four  hours  at  80  Fahr. 


0.007 


As  will  be  seen  from  the  above  results,  as  the  water  comes 
from  the  tunnel  it  has  a very  high  degree  of  hardness. 
Before  distribution,  however  it  is  softened  by  the  Anchbutt 
Deeley  process,  and  the  hardness  is  reduced  some  20  parts  per 
100,000. 

To  effect  this  reduction  56  lbs.  of  lime  and  4 lbs.  of  soda 
are  used  for  every  17,500  gallons  of  the  water,  which  is  allowed 
to  settle  90  minutes.  The  cost  of  pumping  and  treating  the 
water  works  out  at  about  4d.  per  1,000  gallons. 

The  water  is  pumped  by  means  of  three  throw  ram  pumps 
8 inches  in  diameter  with  a 9 inch  stroke,  the  rams  making 
40  strokes  a minute.  The  pumps  are  worked  by  suction  gas 
engines,  having  cylinders  12  inches  in  diameter  with  18  inch 
strokes,  working  with  83  firing  strokes  a minute.  The  indi- 
cated horse  power  being  24^.  The  suction  gas  plant  used  is 
the  Dowson  Economic  Gas  Power  Company’s  apparatus,  and 
the  total  cost  per  I.H.P.  per  hour  works  out  at  -284  pence. 

I give  the  above  details  because  they  shew  what  it  costs  to 
obtain  and  soften  water  from  magnesium  limestone.  I think 
it  will  be  seen  that  it  would  be  at  any  rate  quite  as  economical 
for  the  adjoining  Clowne  Rural  District  Council  to  pay  4d. 
per  1,000  gallons  for  the  Punter  sandstone  water  at  the  Man  ton 
Colliery  than  to  obtain  the  magnesium  limestone  water  and 
have  to  soften  it. 
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Bonsall. — The  water  scheme  which  has  so  long  been  con- 
sidered by  this  Authority  is  now  approaching  completion. 
In  the  new  scheme  the  water  is  derived  from  three  sources  : — 

1.  Upper  Town  Supply  will  supply  16 J gallons  per 
head, 

2.  Manor  Farm  or  Lower  Town  Supply  will  supply 
17J  gallons  per  head. 

3.  The  Boiling  Pot  Spring,  which  is  new,  will  supply 
26,000  gallons.  1 and  2 are  now  supplying  the  whole 
town,  and  will  be  renewed,  and  the  existing  mains  will 
be  enlarged. 

With  the  scheme  completed,  every  house  in  the  Parish, 
except  those  at  Horsedale,  Town  End  Farm,  Herbert  Lodge, 
and  the  Hamlet  of  Slaley  (which  have  other  sources  of  supply) 
will  be  brought  within  reasonable  reach  of  a continuous 
supply  of  water. 

Buxton. — During  the  year  a collecting  aqueduct  and  wells 
have  been  constructed  at  Stanley  Moor  (the  site  of  the  new 
reservoir  now  in  process  of  formation),  whereby  a further 
supply  of  water  has  been  utilized,  until  the  new  reservoirs 
are  completed.  These  reservoirs,  under  the  favourable  cir- 
cumstances that  have  prevailed,  ought  to  be  completed  in 
about  two  years,  and  it  is  estimated  that  they  will  secure 
an  extra  80,000,000  gallons,  which  should  be  sufficient  to 
meet  the  requirements  of  the  district. 

Clay  Gloss. — The  new  supply  from  the  bore-hole  in  the 
millstone  grit  at  a depth  of  some  200  feet  produced  at  first 
some  65,000  gallons  per  day,  but  this  has  fallen  now  to 

45.000.  The  quality  of  the  water  is  good;  the  principal 
impurities  being  iron,  £ of  a grain  to  the  gallon,  and  Lime, 
temporary  hardness  13.3,  permanent  10.3,  total  23.6  per 

100.000.  The  iron  gives  it  a turbid  appearance  on  standing, 
if  the  sample  is  collected  before  the  metal  has  had  time  to 
oxidise,  and  in  order  to  clear  it  thoroughly  a set  of  filters 
are  being  put  down.  This  bore-hole  water,  with  the  water 
from  Woferly  Springs,  will,  it  is  estimated,  be  sufficient  for 
the  ordinary  supply  of  the  district  as  at  present,  and  arrange- 
ments are  made  for  the  shutting  off  entirely  the  upland 
surface  water,  so  that  the  district  will  be  provided  with  a 
supply  perfectly  free  from:  any  possibility  of  organic  impurity, 
with  a large  reserve  to1  draw  on  in  time  of  necessity. 

Dronfield. — It  is  satisfactory  to  read  that  since  the  con- 
struction of  the  new  service  tank  by  the  Chesterfield  Rural 
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District  Council  the  water  supply  has  been  constant  through- 
out the  year.  Dr.  Hodson  states  that  he  believes  the  water 
to  be  now  practically  free  from  the  acid  which  caused  the 
erosion  in  the  lead  piping. 

Fairfield. — The  springs  which  supply  this  district  with 
water  in  summer  time  fall  down  to  22,350  gallons  a day, 
but  taking  the  minimum  of  three  months  instead  of  the 
absolute  minimum,  the  average  yield  is  35,000  gallons  a day. 
Taking  the  population  at  4,000,  and  the  quantity  of  water 
required  at  20  gallons  per  head  per  day,  the  shortage  of  water 
during  the  three  dry  months  is  45,000  gallons  a day,  so 
that  by  constructing  reservoirs  to  hold  4,500,000  gallons 
100  days’  deficiency  would  be  made  up.  The  District  Council 
already  has  1,330,000  gallons  storage,  and  during  the  year 
laid  a scheme  before  the  Local  Government  Board  to  provide 
4,000,000  more  storage,  making  a total  storage  of  5,330,000. 
I supported  the  application  of  the  District  Council  at  the 
Local  Government  Inquiry,  and  pointed  out  that  it  was 
the  only  unappropriated  and  undeveloped  source  of  water  in 
that  neighbourhood,  and  the  sooner  the  Authorities  had  ear- 
marked it  the  better  it  would  be  for  the  district  generally. 
The  scheme  will  entail  a rate  of  8d.  in  the  £,  but  as  it  will 
relieve  the  District  Council  from  pumping,  this  will  save 
them  3d.  in  the  <£,  so  that  the  net  rate  will  be  5d.  in  the  £ . 

Glossop  Borough. — The  Medical  Officer  of  Health  of  this 
district  has,  with  some  persistence,  advocated  a larger  water 
supply,  and  it  is  at  any  rate  a step  in  the  right  direction  to 
find  that  the  Corporation  have  obtained  the  use  of  an  ad- 
ditional reservoir,  which  will,  no  doubt,  put  them  in  a better 
position  for  the  present. 

Heage.— In  January,  1906,  this  District  Council  applied 
to  the  Local  Government  Board  for  their  sanction  to  a loan 
of  £2,000  for  the  construction  of  a service  reservoir  and 
mains  for  the  District  Council  to  obtain  a supplementary 
supply  of  water  on  the  Belper  Urban  mains.  Pending  the 
carrying  out  of  the  Derwent  Valley  scheme  the  reservoir  is 
to  be  in  such  a situation,  and  the  mains  are  to  be  laid  in 
such  manner,  that  when  the  Derwent  Valley  water  is  avail- 
able the  service  reservoir  can  be  connected  up. 

Ilkeston  and  Heanor  Joint  Water  Board. — These  two 
districts  now  have  an  ample  supply  of  water  from  the  Meer- 
brook  Sough.  The  water  before  distribution  is  softened  by 
the  Archbutt  Deeley  process — 1 lb.  14 b ozs.  of  lime  bein' 
used  for  every  1,000  gallons  of  water  "treated.  The  hard- 
ness is  reduced  from  15.6°  to  6°  by  settlement  for  2|  hours. 
The  water  before  treatment  contains  less  than  40  organisms 
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to  the  cubic  centimetre — a remarkable  small  number,  which 
is  reduced  by  the  softening  to  about  1 per  cent.,  so  that  the 
water  is  one  of  remarkable  bacterial  purity,  as  well  as  being 
one  of  exceptional  chemical  purity. 

Long  Eaton. — Dr.  Chambers  gives  the  following  figures, 
shewing  the  amount  of  water  pumped  each  week  for  the 
supply  of  this  district  : — 


2.400.000  gallons. 

2.500.000 

2.600.000 


1903 

1904 

1905 


Owing  to  the  great  scarcity  of  rain  for  the  last  two  years, 
precautions  had  to  be  taken  to  safeguard  a sufficient  supply. 
It  was  cut  off  at  night  to  prevent  waste. 

Matlock  Urban  District.— The  water  is  of  good  quality, 
but  recent  experience  has  shewn  the  necessity  for  greater 
storage  capacity.  The  quantity  of  water  used  in  Matlock 
during  the  summer  months  is  enormous  when  the  place  is 
full  of  visitors,  and  Dr.  Moxon  gives  his  opinion  thus:  — 
“ That  greater  storage  capacity  and  improved  filtering 
arrangements  are  necessary  to  make  the  supply  adequate  and 
satisfactory.” 

New  Mills. — I am  glad  to  be  able  to  report  that  at  last 
arrangements  are  being  made  for  the  Council  to  take  over 
the  water  supply  of  this  district.  When  this  is  done,  as 
Dr.  Anderton  points  out,  the  District  Council  will  be  in  a 
better  position  to  still  improve  the  sanitary  condition  of  the 
district,  as  more  privies  can  be  converted  into  water-closets, 
and  a proper  flushing  of  the  drains  carried  out. 

North  Darley. — The  new  water  supply  for  this  district  is 
connected  up  to  268  houses.  Seventy-eight  more  are  supplied 
from  the  Cawdor  well,  and  68  cottages  belonging'  to  the 
Midland  Railway  are  supplied  from  the  Company’s  spring  in 
Rowsley  Wood.  There  are  still  some  200  houses  which  are 
not  connected  with  a public  supply. 

South  Darley. — Dr.  Fletcher  writes: — “I  have  been  in 
receipt  of  numerous  complaints  from  the  residents  in  Wensley 
and  Darley  Bridge,  calling  my  attention  to  the  deplorable 
state  of  the  only  available  drinking  waters  in  these  localities. 
I have  seen  samples  of  the  water,  which  could  only  be  fitly 
described  in  terms  unfit  for  publication,  and  not  only  is  the 
water  bad  in  quality,  but  it  is  also1  very  scanty  in  quantity. 
In  Oaker  Side  the  same  state  of  things  exists  in  rather  less 
extent,  there  being  a fairly  pure  but  inadequate  supply  at 
present  available  for  part  of  Oaker  Side.” 
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The  Public  Health  Committee  have  communicated  with  the 
District  Council,  urging  them  to  carry  out  a scheme  for 
obtaining  a supply  for  Stanton,  even  though  this  supply  may 
prove  insufficient,  because  it  would  be  an  easy  matter  to 
supplement  the  supply  from  the  North  Darley  water,  or  the 
Derwent  Valley  water  when  available. 

RURAL  DISTRICTS. 

Ashbourne.. — The  question  of  a fresh  supply  of  water  to 
the  village  of  Mappleton  is  receiving  attention.  The  long 
drought  in  the  autumn  was  felt  in  the  Northern  portion  of 
the  district. 

Bakewell  (South). — Dr.  John  Knox  writes: — “In  1903 
I went  very  minutely  into  the  question  of  the  water  supply 
of  my  district,  and  described  in  particular  detail  how  each 
township,  and,  indeed,  each  hamlet  was  supplied.  So  far 
as  the  water  supply  goes,  the  conditions  are  as  then,  and 
the  requirements  pointed  out  by  me  at  that  date  still  hold 
good..  I have  previously  directed  your  attention  to  the 
extreme  purity  and  softness  of  the  water  supplied  by  the 
Stoke  Flatt  scheme,  and  I would  advise  that  long  lengths 
of  lead  piping  should  not  be  allowed  to  be  used  to  convey 
water  from  the  mains  to>  houses  some  distance  off,  pure, 
soft  waters  having  a>  tendencv  to-  dissolve  lead.” 

Bakewell  (North).- — The  various  parishes  in  this  district 
have  had  a satisfactory  supply  of  water,  with  the  excep- 
tion of  Elton  and  Earl  Sterndale. 

Basford. — The  water  supply  of  this  district  is  in  a.  fairly 
satisfactory  condition.  Codnor  Park  and  part  of  Shipley 
are  supplied  on  the  constant  system  from  waterworks  pro- 
moted by  private  enterprise.  To  supplement  or  replace  these 
supplies  it  will  be  possible  for  Shipley  to  obtain  a supply 
from  the  new  Ilkeston  mains,  and  for  Codnor  Park  to  draw 
from  the  Derwent  Valley  water  mains  at  Aldercar,  when  thev 
are  completed.  Already  an  agreement  has  been  entered  into 
by  which  the  Midland  Railway  Company  will  obtain  a supplv 
for  their  Station  at  Codnor  Park  from  the  Ilkeston  and 
Heanor  mains. 

Belper. — Notices  have  been  served  requiring  the  owners 
of  premises  to  lay  on  a supply  of  water  from  your  Council's 

main,  and  the  following  have  been  complied  with: 

At  Crich  28,  Duffield  2,  Holbrook  24,  Pentrich  1 and 
South  Wingfield  11. 

Certain  parishes  in  this  district  have  statutory  powers  to 
demand  a supply  of  water  from  the  Ilkeston  and  Heanor 
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Joint  Water  Board,  and  a Surveyor  was  appointed  to  pre- 
pare a scheme  for  the  supply  of  the  parishes  of  Smalley, 
Horsley,  Horsley  Woodhouse,  Denby,  and  Kilbourne.  This 
group  of  parishes  was  quite  satisfactory  for  carrying  out  a 
scheme  for  obtaining  a supply  from  this  source.  The  District 
Council  have,  however,  decided  not  to  carry  out  a joint 
scheme  for  a supply  from  the  Ilkeston  mains,  and  the  idea 
of  carrying  out  a joint  scheme  for  these  parishes  ought  there- 
fore to  be  abandoned. 

In  the  meanwhile  the  condition  of  affairs  at  Smalley  is 
extremely  serious,  and  I am  of  opinion  that  a supply  for 
this  parish  should  be  obtained  at  once  from  the  Ilkeston  and 
Heanor  mains. 

Blackwell. — Frequent  analyses  have  been  made  of  the 
water  supplies  in  this  district,  and  they  have  been  found 
satisfactory  as  far  as  the  purity  of  the  supplies  is  concerned. 
The  quantity  of  water  consumed  per  day,  as  measured  by 
meter,  works  out  in  this  district  at  12  gallons  per  head. 

Ciiapel-en-le-Frith. — The  scheme  for  the  water  supply  of 
Chinley,  Bugsworth,  and  Brownside,  sanctioned  by  the  Local 
Government  Board  in  1904,  is  now  complete,  and  70  con- 
nections have  already  been  made  in  Chinley  and,  Bugsworth. 

Now  that  the  supply  to  Dove  Holes  has  been  taken  over 
by  the  District  Council  the  question  of  augmenting  the 
supply,  or  providing  additional  storage,  should  be  considered, 
as  the  population  of  this  place  is  increasing,  and  during  the 
late  dry  season  a.  full  supply  could  not  be  maintained. 

The  storage  provided  by  the  new  reservoir  for  Bamford 
has  been  found  most  beneficial  during  the  past  dry  season, 
but  a further  augmentation  of  the  supply  is  necessary. 

A satisfactory  supply  of  water  is  still  required  for  Hope, 
and  I am  glad  to  be  able  to  report  that  this  matter  is  now 
before  the  District  Council. 

The  water  supplies  of  Fernilee  and  Chapel-en-le-Frith  con- 
tinue satisfactory. 

Chesterfield. — See  Water  Supply  Rother  Watershed. 

Clowne. — Dr.  Spencer  writes: — “ There  is  no  doubt  the 
Council  is  fully  aware  of  the  need  in  every  part  of  this 
district  of  a public  water  supply,  and  it  is  my  duty  to  point 
out  to  you — 

1.  Every  part  of  the  district  is  in  want  of  a public 
water  supply. 

2.  In  some  parts  of  this  district  the  want  is  most 
urgent. 
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3.  It  is  the  absolute  and  imperative  duty  of  the 
Council  to  make  sure  the  supply  of  water  shall  be  pure 
and  wholesome  in  quality,  and  reasonable  in  quantity. 

It  is  perfectly  clear,  in  order  that  these  condemns  as  to 
quality  and  quantity  should  be  carried  out,  that  the  District 
Council  will  be  compelled  to  seek  its  water  supply  from  out- 
side the  district,  as  the  whole  of  the  Ciowne  Dural  District 
area  is  over  the  magnesium  limestone  strata,  from  which 
no  water  can  be  obtained  fully  meeting  the  above  conditions. 

The  cost  of  obtaining  water  from,  the  magnesium  limestone 
will  be  seen  by  referring  to  Bolsover  (page  36).  The  cost 
of  constructing  sufficient  underground  works,  pumping  and 
softening  the  water,  would  make  such  a scheme  far  more 
expensive  than  purchasing  it  at  4d.  a 1,000  gallons,  and  as 
this  Authority  can  purchase  the  Bunter  sandstone  water 
from  the  Manton  Colliery  at  this  price,  it  appears  to  me  most 
desirable  that  the  District  Council  should  adopt  this  source. 

Hartshorne  and  Seals. — Dr.  Logan  writes: — “ The 
scheme  for  a water  supply  to  Hartshorne  from  the  Several 
wood  springs  has  been  delayed  owing  to  the  difficulty  of 
arranging  terms  with  the  owner  of  the  water.  At  Overseale 
several  wells  have  been  cemented  for  a distance  of  ten  feet 
from  the  top,  with  paving  of  blue  bricks  in  cement  at  top, 
with  raising  of  the  edge  to  prevent  pollution  from  the  sur- 
face. ” 

AVith  regard  to  the  supply  to  Hartshorne  I have  made 
enquiries,  and  find  that  the  terms  under  which  the  supply 
from  Several  Wood  could  be  obtained  are:  — 

1.  The  Council  to  have  the  water  from  the  spring  in 
the  wood  yielding  roughly  1,500  gallons  per  hour. 

2.  The  Council  to  erect  a reservoir  at  the  mouth  of 
this  spring. 

3.  The  Council  to  pay  an  annual  rent  of  £75  for  the 
first  two  years,  this  to  be  afterwards  increased  to  £100 
per  annum. 

4.  The  overflow  from  the  reservoir  to  go  into  the 
brook  as  at  present. 

5.  The  above-named  rent  to  cover  land  for  reservoir 
and  easement  for  laying  the  water  mains. 

6.  The  Council  to  compensate  the  tenants  for  any 
damage  done  in  laying  mains  or  in  doing  any  repairs  in 
the  future. 

7.  The  Council  to  indemnify  the  landowner  against 
any  claims  for  riparian  rights,  should  there  be  any. 
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Taking  the  yield  at  1,500  gallons  per  lionr,  and  the  price 
paid  <£100  a year,  this  would  come  to  between  l|d.  and  2d. 
per  1,000  gallons.  The  other  clauses  in  the  agreement  are 
quite  usual,  and  the  terms  are  such  that  the  District  Council 
should  not  hesitate  to  accept. 

I feel  confident  that  were  a complaint  made  to  the  Local 
Government  Board  under  Section  299  of  the  Public  Health 
Act,  that  they  would  not  hesitate  to  hold  out  that  the 
Sanitary  Authority  were  in  default  when  water  could  be 
obtained  at  such  a reasonable  price. 


SEWAGE  DISPOSAL. 

In  the  Annual  Report  for  last  year  I gave  a resume  of  the 
progress  that  had  been  made  since  1891  in  the  methods  of 
purifying  sewage,  and  called  attention  to  the  share  which 
the  Local  Authorities  in  this  County  had  taken  in  the  work 
by  constructing,  with  the  approval  of  your  committee, 
schemes  of  sewage  disposal  which  were  then  necessarily  of 
an  experimental  character.  The  chief  claims  that  I make 
on  behalf  of  Derbyshire  Authorities  are  (1)  That  we  were 
the  first  to  pronounce  plainly  in  favour  of  percolating  filters 
as  against  contact  beds  (see  Special  Report  on  Sewage  Puri- 
fication, 1898);  (2)  that  we  showed  there  was  no  necessity 
for  the  use  of  any  patented  appliance  or  material. 

There  is  still  much  to  be  done. 

The  present  requirements  of  the  Local  Government  Board 
are  : — 

(1)  That  sewage  shall  be  fully  treated  up  to  three 
times  the  dry  weather  flow. 

(2)  That  from  three  to  six  times  the  dry  weather  flow 

shall  be  partially  treated. 

The  works  for  doing  this  now  insisted  upon  are:  — 

(1)  Tanks  to  hold  one  day’s  dry  weather1  flow. 

(2)  (a)  Where  lancl  is  used : — 

One  cubic  yard  of  filter  for  every  168  gallons  of 
sewage  up  to  three  times  the  dry  weather  flow. 

(b)  Where  no  land  is  used:  — 

One  cubic  yard  of  filter  for  every  84  gallons  of  sewage 
up  to  three  times  the  dry  weather  flow. 

(3)  Storm  water  beds  for  three  times  the  dry  weather 
flow  to  work  at  the  rate  of  500  gallons  per  superficial 
yard  three  feet  deep. 
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The  first  thing  that  must  strike  one  with  regard  to  these 
requirements  is  that  they  penalize  those  Authorities  that  have 
given  the  inhabitants  of  their  districts  ample  water  supplies. 
Then,  by  doubling  the  amount  of  filter  in  cases  where  there 
is  no  land,  Local  Authorities  are  tempted  to  acquire  land 
which  they  never  use  when  their  schemes  are  carried  out. 

After  carefully  weighing  the  matter  I have  come  to  the 
conclusion  that  the  requirements  of  the  Board  where  no 
land  is  used  are  excessive  if  the  filters  are  made  of  suitable 
material  broken  to  a sufficiently  small  size.  The  purification 
effected  by  percolating  filters  is  due  to  the  bacteria  living 
on  the  surface  of  the  filtering  medium,  and  the  purification 
effected  should  therefore  be  proportionate  to  the  area  of  such 
surfaces.  The  surface  of  a sphere  one  inch  in  diameter  is 
3-14  inches,  while  the  surface  of  half-inch  spheres  filling  an 
inch  space  is  6-28  inches,  of  quarter-inch  spheres  12-5  inches, 
and  of  one-eighth  inch  spheres  25  inches.  These  considera- 
tions count  for  nothing  in  the  requirements  of  the  Local 
Government  Board. 

On  the  other  hand,  the  storm  water  filters  which  are  being 
put  down  by  various  Authorities  to!  meet  the  Board’s  require- 
ments are  practically  of  no  use,  for  two  reasons.  First,  the 
filter  material  is  too  large;  secondly,  there  is  no  method  of 
distribution  beyond  half  channel  pipes,  and  at  the  outside 
only  one-tenth  of  the  filter  ever  receives  any  sewage. 

That  the  matter  cannot  be  allowed  to  remain  in  its  present 
unsatisfactory  state  is  evident  from  the  fact  that  the  Chief 
Authority  on  the  Biver  Derwent  (the  Corporation  of  Derby) 
lias  carried  out  its  scheme  under  an  Act  of  Parliament,  and  if 
it  is  sufficient  the  requirements  which  the  other  Authorities 
within  the  County  have  to  comply  with  are  unnecessary  and 
extravagant . 

As  an  instance,  in  the  case  of  Chesterfield  the  Local 
Government  Board  sanctioned  their  scheme  on  the  condition 
that  35,000  cubic  yards  of  filtering  material  were  put  down, 
for  a population  of  35,000.  The  number  of  cubic  yards 
of  filter  put  down  at  Derby  for  a population  of  120,000  is 
less  than  60,000.  In  round  figures  the  proportion  is  half 
that  of  Chesterfield. 

I think  the  above  is  a strong  case  for  a careful  investigation 
as  to  what  work  can  be  done  by  percolating  filters  when 
properly  constructed  of  suitable  material  the  right  size.  A 
few  hundred  pounds  judiciously  spent  in  this  investigation 
would  save  many  thousands. 
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WORKSHOPS,  LAUNDRIES,  WORKPLACES,  AND  HOMEWORK,  YEAR  1905 


Number  of  Inspections, 

DEFECTS 

found. 

Underground 

Bakehouses. 

Outworkers. 

Homework. 

i 

J3 

Sanitary  Inspector 

8 

URBAN  DISTRICTS. 

Number  of  Workshops  on  t 
Register. 

Factories  (including 
Factory  Laundries). 

Workshops  (including 

Workshop  Laundries). 

8 

1 

• Nuisnnees  under  the  Public 
Health  Acts. 

t OITences  under  the  Factory  and 
Workshop  Act.  \ 

i 
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w.2  8 

5'gf 

ii 

% . 
II 

tag 

•| 

£ 

1 

1 

a 

0 

55 

(O 

a 

a 

8 

Workplaces. 

£ 
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•i 

% 

1 

m 

Found. 

Remedied. 

Referred  to 

H.M.  Inspector. 

i 

1 

i 

£ 

Found. 

Remedied. 

Referred  to 

H.M.  Inspector. 

Notices  from 

H.M.  Inspectors- 

1 

i 

a 

8 

1 

1 

S 

J 

eJ 

i 

a 

i2 

3 

% 

I 

>5 

3 

0 

1 

Notices  prohi 

Homework  in  U 

some  Prei 

Cases  of  Xnfe 

Disease  no 

Homeworkers'  ! 

Orders  prohibiting 

in  Infected  P 

£ 

Alfreton 

69 

20 

143 

38 

14 

14 

3 

3 

6 

16 

2 

Alvaston  and  Boulton 

1 

10 

18 

Ashbourne 

67 

19 

67 

40 

72 

11 

11 

8 

8 

1 

2 

72 

Bakewell  

54 

9 

20 

2 

12 

3 

3 

Baslow 

12 

29 

"V 

6 

Belper 

16 

4' 

10 

10 

Bolsover  

19 

28 

89 

9 

31 

31 

Bonsall 

Nil. 

Brampton  and  Walton 

4 

10 

1 

1 

Buxton 

164 

72 

220 

72 

1 

1 

Chesterfield  (Boro’)  ... 

137 

62 

213 

26 

26 

2 

68 

Clay  Cross  

35 

28 

68 

1 

1 

Dronfield  

18 

21 

20 

3 

3 

2 

Fairfield  

28 

100 

1 

1 

Glossop  (Boro’) 

116 

205 

24 

24 

5 

11 

1 

3 

Heage  

7 

14 

Heanor 

39 

4 

45 

4 

22 

1 

1 

1 

1 

1 

22 

276 

12 

12 

Ilkeston  (Boro’) 

130 

Long  Eaton  

60 

16 

98 

6 

64 

2 

1 

20 

19 

3 

52 

64 

1 

4 

Matlock 

53 

70 

3 

3 

3 

Matlock  Bath 

11 

4 

11 

Newbold  and  Dunston 

16 

Exact 

numb 

er  not 

Rept. 

1 

1 

New  Mills  

51 

56 

73 

1 

1 

North  Darley 

10 

24 

Ripley  ...  

62 

32 

47 

4 

14 

14 

1 

3 

4 

2 

South  Darley 

1 

2 

Swadlincote  

67 

76 

64 

86 

20 

5 

5 

1 

1 

Whittington  

36 

28 

8 

1 

1 

1 

Wirks  worth  

28 

3 

29 

3 

3 

3 

1 

1 

1 

RURAL  DISTRICTS. 

Ashbourne 

70 

80 

76 

4 

4 

4 

4 

Bakewell,  South 

35 

2 

39 

10 

10 

10 

Bakewell,  North 

67 

34 

165 

17 

45 

6 

6 

4 

130 

30 

Basford 

Belper 

55 

1 

58 

35 

6 

5 

2 

15 

66 

3 

6 

Blackwell  

153 

191 

2 

Chapel-en-le-Frith  ... 

61 

21 

27 

2 

2 

2 

Chesterfield  

214 

47 

14 

2 

8 

8 

2 

2 

4 

6 

Olowne 

26 

49 

3 

Glossop  Dale 

16 

3 

10 

1 

1 

2 

Hartshorne  and  Seals 

45 

37 

4 

4 

1 

18 

4 

Hayfield  

19 

6 

28 

1 

2 

Norton 

9 

12 

Repton 

42 

8 

53 

3 

6 

5 

4 

6 

Shardlow  

56 

18 

26 

18 

14 

14 

13 

96 

12 

Sudbury 

. 20 

18 

... 

1 

Total 

. 2,177 

3,737 

212 

208 

13 

17 

39 

' 88 

7 

2 

4 

105 

837 

4 

12 

143 

* Nuisances  under  the  Public  Health  Act  likely  to  be  found  : — 

i.  Want  of  Cleanliness. 

ii.  Want  of  Ventilation. 

iii.  Overcrowding. 

iv.  Want  of  Drainage  of  Floors. 

v.  Defective  or  Insufficient  Sanitary  Accommodation. 


f Offences  under  the  Factory  and  Workshop  Aot  to  be  looked  for: — 

i.  Illegal  Occupation  of  Underground  Bakehouse  (S.  101). 

ii.  Breach  of  Speoial  Sanitary  Requirements  for  Bakehouses 

(SS.  97  to  100). 

iii.  Failure  as  Regard  Lists  of  OutworkersfS.  107). 

iv.  Giving  Out  Work  to  be  Done  in  ( Uuwholesome  (S.  108). 

Premises  which  are  \ Infected  (S.  110). 

v.  Allowing  Wearing  Apparel  to  bo  Made  in  Premises  Infeoted. 

by  Scarlet  Fever  or  Small-pox  (S.  109) 
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FACTORIES  AND  WORKSHOPS. 

Section  132  of  the  Factory  and  Workshop  Act,  1901, 
requires  that  the  Medical  Officer  of  Health  shall,  in  his 
Annual  Report,  report  specifically  on  the  administration  of 
this  Act  in  Workshops  and  Workplaces. 

In  Workshops  and  Workplaces  the  Sanitary  Authority  are 
primarily  responsible  for  enforcing  sanitary  requirements 
generally,  and  means  of  escape  from  fire.  The  Sanitary 
Authority  are  required  to  keep  a register  of  all  Workshops 
in  their  district,  and  have  them  duly  inspected  with  regard  to 
cleanliness  and  limewashing,  air  space,*  sufficiency  of  sanitary 
accommodation,  f the  drainage  of  floors,  means  of  escape  in 
case  cf  fire,  and  special  points  with  regard  to  Bakehouses  and 
Laundries-  Very  important  controlling  powers  are  also  in- 
vested in  the  Sanitary  Authority  with  regard  to  the  conditions 
under  which  “ Home  Work  ” is  permitted.  To  enable  the 
Sanitary'  Authorities  to  enforce  their  powers,  the  occupiers  of 
Factories  from  which  Home  Work  is  given  out  are  required  to 
send  to  the  Sanitary  Authority  lists  of  the  houses  in  which 
Home  Work  is  done  for  them ; the  penalty  for  failing  to  send 
lists  is  <£2  for  the  first  offence  and  £5  for  the  second. 

If  any  inmate  of  a>  house  in  which  Home  Work  is  done  is 
suffering  from  infectious  disease,  any  two  members  of  the 
Council,  acting  on  the  advice  of  the  Medical  Officer  of  Health, 
may  make  an  order  prohibiting  the  occupier  of  any  Factory 
or  Workshop  from  giving  out  Home  Work  to  any  person  living 
in  the  house  for  such  time  as  they  may  fix. 

These  powers  chiefly  refer  to  such  classes  of  workers  as  Dress- 
makers, Tailors,  Boot-makers,  Lace-makers  or  Finishers, 
Hosiers,  Upholsterers,  and  Laundresses. 

The  work  done  in  the  County  under1  the  Act  is  shown  in  the 
Table  opposite.  The  places  registered  in  the  County  under  the 
Act  number  2,177,  the  houses  in  which  Home  Work  is  done 
number  344,  and  the  outworkers  number  837.  These  figures 
appear  to  me  to  be  small  when  compared  with  the  figures  given 
in  the  census  returns,  but  each  year  the  figures  relating  to 
work  done  under  the  Act  are  increasing. 


* This  must  he  250  cubic  ft.  for  each  worker,  400  ft.  during  overtime,  and 
during  9 p.m.  and  6 a.m. 

+ See  Order  of  Home  Office,  Feb.  4th,  1903. 
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LOANS  FOR  SANITARY  AND  PUBLIC 
IMPROVEMENTS. 

The  following  Loans  were  sanctioned  by  the  Local 
Government  Board  during  the  year  ending  December  31st, 
1904  : — 


Urban  Districts. 

Period  in  Amount 


District, 

Purpose. 

Years. 

£ 

Buxton 

...  Public  convenience  ... 

30  ... 

600 

33 

...  Street  improvement... 

17  ... 

2,040 

3? 

...  Depot  purposes 

30  ... 

5,057 

33 

...  Market  purposes 

26  ... 

824 

Clay  Cross 

...  Sewage  and  sewerage  disposal 

28  ... 

8,750 

33 

...  Land  for  sewage  disposal 

60  ... 

1,500 

Fairfield  ... 

...  Street  improvement ... 

20  ... 

500 

33 

...  Street  improvement ... 

10  ... 

370 

3 3 * * * 

...  Surface  water  drainage 

30  ... 

213 

33 

...  Water  supply... 

30  ... 

1,000 

Heage 

...  Water  supply... 

28  ... 

550 

Bipley 

...  Sewerage  

30  ... 

220 

33  * * * 

...  Public  walks  and  pleasure 
grounds 

20  ... 

550 

33 

...  Street  improvement ... 

20  ... 

450 

3 3 

...  Private  street  improvement... 

7 ... 

291 

Swadlincote 

...  Sewerage 

30  ... 

560 

Wirksworth 

...  Street  improvement  ... 

17  ... 

173 

47 


Rural  Districts. 


Contributory 


District. 

Place. 

Chapel-en- 

le-Fritli 

Chapel-en-le- 

Frith 

5 J 

Chinley.  Bugs- 
wortli,  and 
Brownside 

Chesterfield 

Beighton 

» 5 

Brimington 

• 5 

Hasiand 

Clowne 

Clowne... 

Shardlow... 

Normanton 

Period  in  Amount 


Purpose.  Years. 

Jc 

Water  supply... 

30  ... 

13,261 

Water  supply... 

30  ... 

7,983 

Sewerage  and 

25  ... 

6,084 

sewage  disposal 

Sewerage  and 

39  ... 

3,330 

sewage  disposal 

Sewerage  and 

30  ... 

1,989 

sewage  disposal 

Sewerage  and 

30  ... 

3,275 

sewage  disposal 

Sewrerage 

30  ... 

947 

Table  showing  the  extent  of  borrowing  powers  independent  of 
departmental  sanction  conferred  by  Local  Acts  of  1904  : — 


Name 

of 

Authority. 

Buxton  Urban  Dis- 
trict Council 


Extent  of 
Borrowing 
Powers. 

Unascer- 

tained 

Unascer- 

tained 


Purposes 

of 

Loans. 

Mineral  water 
baths,  &c. 
Costs  of  Act  ... 


Title 

of 

Local  Act. 

Buxton  Urban 
District  Coun- 
cil Act 


Chesterfield 

Borough 

55 


5 5 


£23,641  Street  improve- 
ments 

£95,021  Tramway 

undertaking 
Unascer-  Costs  of  Act 
tained 


Chesterfield 
Corporation 
Tramways 
and  Improve- 
ment Act 


Chesterfield  Gas 
and  Water  Board 


)> 


£42,000 

£6,000  ... 

Unascer- 

tained 


Reservoir  and  N\ 
water  works 
Extension  of 
gas  works 
Costs  of  Act 


Chesterfield 
i Gas  and  Water 
Board  Act. 
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RAINFALL,  1905. 


Month. 

Derby. 

Ashbourne. 

Belper. 

Wirks  worth 

January 

...  1T0 

1*52 

1-24 

1-44 

February 

•81 

112 

•93 

1-21 

March 

...  8*02 

442 

3-50 

4‘24 

April 

...  1-94 

2-61 

210 

2-06 

May 

•46 

•55 

•56 

•64 

June 

...  2-06 

2*67 

2*90 

218 

July 

...  1-03 

2-69 

1*07 

1-55 

August 

...  816 

4-66 

3-95 

416 

September 

...  1*85 

1-99 

2-02 

1*89 

October 

...  1*47 

2*32 

1-68 

1-81 

November 

...  2*63 

4-08 

3-55 

3-88 

December 

•81 

•85 

•69 

•80 

Totals 

...  20-84 

29-48 

2419 

2616 

Month . 

Darley 

Hall. 

Chesterfield 
(Gas  Works). 

Woodhead. 

Chapel-en 

le-Frirh. 

January 

...  1-31 

1-00 

3-05 

2*01 

February 

...  1-70 

1-37 

2-86 

2-27 

March 

...  416 

2-61 

5-97 

4-31 

April 

...  265 

1-91 

4-53 

2-57 

May 

...  -75 

•27 

•71 

•83 

June 

...  8-00 

3*31 

3-70 

2*32 

July 

...  1-38 

1-62 

3-20 

1-89 

August 

...  4-60 

2-93 

5-23 

4-46 

September 

...  1*69 

114 

3-71 

2-05 

October 

...  1-58 

1-34 

4*32 

8-25 

November 

...  4*91 

3-37 

6*62 

4-76 

December 

•86 

•53 

1-36 

•61 

Totals 

...  28-59 

2110 

45-26 

31  38 

Again,  as  in  1904,  we  have  a dry  year,  but  a wet  August,  so 
that  the  surface  of  the  ground  was  kept  damp  during  the 
diarrhceal  season,  dust  was  prevented,  and  in  spite  of  its  being  a 
dry  year,  it  is  not  one  with  a high  diarrhceal  death  rate. 
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PART  II. 

THE  DISTRICTS  SEPARATELY. 


URBAN  SANITARY  DISTRICTS. 

ALFRETON. 

Medical  Officer  of  Health,  E.  GAYLOR,  l.r.c.p.e. 

Area  in  Acres,  4,626.  Estimated  Population,  18,850. 

'Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

12*81  81*77  2*28  128 


SANITARY  INSPECTOR— 

-JOB  SPENCER,  S.I.Cert. 

Informal  Notices 

Legal  Notices 

Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

10 

— 

12 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

— 

— 

— 

Defective  Traps,  Inlets,  & Drains 

43 

8 

51 

Drains  Obstructed 

15 

2 

17 

Closets  ancl  Ashpits — 

Insanitary  Privies  and  Ashpits... 

65 

3 

68 

Insufficient  Closet  Accommodation  16 

4 

— 

Conversion  of  Privies  into  W.C.’s 

3 

— 

3 

Defective  Water  Closets... 

2 

— 

2 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

20 

— 

20 

Eaves-Spouts  and  Down-Spouts 

3 

— 

3 

Urinals  Defective 

2 

— 

2 

Water  Supply 

— 

— 

— 

Offensive  Accumulations 

260 

— 

260 

Animals  improperly  kept 

— 

— 

— 

Pigsties 

2 

— 

2 

Smoke  Nuisances... 

— 

— 

— 

Overcrowding 

3 

3 

3 

Foul  Condition  of  Houses 

— 

— 

— 

Totals 

444 

20 

443 

130  Visits  to  Infectious  cases.  48  articles  of  bedding  sent  to  Belper 
Hospital  for  disinfection.  1 bed  and  3 pillows  destroyed.  8 couples  of 
rabbits  seized  and  destroyed.  8 schools  and  53  houses  disinfected. 
Collected  3 samples  of  water  for  analysis. 

The  Water  supply  during  the  year  was  short,  and  Dr. 
Gaylor  wrote,  “ The  question  of  its  supply  must  take  prece- 
dence over  other  matters.”  The  scavenging  was  done  by 
contract,  and  Dr.  Gaylor  urged  the  District  Council  to  carry 
the  work  out  by  a staff  of  their  own  servants. 

It  is  extremely  satisfactory  to  read  that  in  this  district 
they  are  making  an  effort  to  get  rid  of  the  filthy  privy- 
4 
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midden  system,  but  it  is  disappointing  to  read  that  the 
number  of  pail-clcsets  is  increasing. 

Dr.  Gay  lor  expressed  his  great  appreciation  of  the  excellent 
work  tabulated  above  done  by  the  Sanitary  Inspector. 

Further  Sanitary  Requirements . 

(i.)  The  gradual  construction  of  filters  at  the  various 
sewage  outfalls. 

(ii.)  The  acquisition  of  an  additional  water  supply  from 
one  of  the  following  sources  : — 

(a)  Carolina  Mine. 

( b ) Ilkeston  and  Heanor  Scheme. 

(c)  Derwent  Valley  Scheme,  either  by  tapping  the 

Nottingham  main  or  by  a joint  main  with  the 
Blackwell  Rural  District  Council  to  the  Amber- 
gate  Reservoir. 


ALVASTON  AND  BOULTON. 

Medical  Officer  of  Health,  W.  H.  WRIGHT,  m.d. 


Area  in  Acres,  1,591.  Estimated  Population,  1,700. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

9 41  23*53 

117 

75. 

SANITARY  INSPECTOR- 

—JAMES 

ROBINSON. 

Informal  Notices 

Legal  Notices 

Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ...  

1 

— 

1 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

— 

— 

. 

Defective  Traps,  Inlets,  and  Drains 

12 

12 

12 

Drains  Obstructed 

9 

9 

9 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

10 

10 

10 

Insufficient  Closet  Accommodation 

— 





Conversion  of  Privies  into  W.C.’s 

— 



Defective  Water  Closets 

— 

— 

— 

Other  Defects — - 

Surfaces  of  Courts  and  Yards... 

— 





Eaves-Spouts  and  Down-Spouts 

7 

7 

7 

Urinals  Defective 

— 



Water  Supply 

11 

11 

11 

Offensive  Accumulations 

— 



Animals  improperly  kept 

— 

— 



Pigsties  ...  .fi 

2 

2 

2 

Smoke  Nuisance  ... 

— 



Overcrowding- 

— 

— 



Foul  Condition  of  Houses 

— 

— 



Totals  ...  52  52  52 

Notices  circulated  in  the  District  and  all  precautions  taken  to  prevent 
the  spread  of  infectious  disease. 
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The  most  urgent  requirement  of  the  district  is  the  extension 
of  the  Derby  Corporation  water  mains.  The  Derby  water  is 
already  laid  on  to  that  part  of  Alvaston  which  is  now 
incorporated,  and  it  will  be  a simple  matter  to  have  the  water 
extended  to  this  district. 

During  the  year  the  water  supply  to  the  Alvaston  and 
Allenton  Schools  was  analysed,  and  found  to  be  unfit  for 
drinking  purposes.  This  is  in  itself  a*  sufficient  reason  for 
obtaining  a supply  from  the  Corporation  mains. 

Further  Sanitary  Requirements . 

A supply  of  water  from-  the  Derby  Corporation  mains. 


ASHBOURNE. 

Medical  Officer  of  Health,  A.  E.  SADLER,  m.d. 

Area  in  Acres,  573.  Estimated  Population,  4,140. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality 

16-18  27-53  1-44  96'4 

SANITARY  INSPECTOR— W,  STRINGFELLOW,  Assoc.  M.  Inst,  C.E. 


Dwelling  Houses- 


Informal  Notices  Leval  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 


Repaired  ... 

4 



4 

Unfit  for  Habitation 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

3 

1 

4 

Defective  Traps,  Inlets,  and  Drains 

15 

7 

21 

Drains  Obstructed 

8 

1 

9 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

11 

1 

11 

Insufficient  Closet  Accommodation 

— 



Conversion  of  Privies  into  W.C.’s 



Defective  Water  Closets... 

14 

3 

17 

Other  Defects — 

Surfaces  of  Courts  and  Yards. . . 6 

Eaves-Spouts  and  Down-Spouts  — 
Urinals  Defective  ...  ...  4 

Water  Supply  ...  ...  ...  9 

Offensive  Accumulations  ...  5 

Animals  improperly  kept  ...  1 

Pigsties  ...  ...  ...  ...  1 

Smoke  Nuisance  ...  ...  ...  2 

Overcrowding  ...  ...  ...  — 

Foul  Condition  of  Houses  ...  9 


7 

5 


1 

5 


4 

9 

12 

6 

1 

2: 

1 

14 


Totals  ...  88 


32 


US' 


Infected  houses  inspected,  disinfectants  supplied.  10  samples  of  water- 
analysed. 


52 


During  the  year  there  was  a serious  outbreak  of  Enteric 
Fever,  already  referred  to  under  that  heading.  Progress  has 
been  made  with  the  plans  for  the  scheme  of  sewage  disposal. 
The  boring  operations  mentioned  in  the  previous  report  have 
been  completed,  and  an  additional  supply  of  water  has  been 
obtained. 

Further  Sanitary  Requirements . 

The  first  requirement  of  this  district  is  now  the  completion 
of  their  scheme  of  sewage  disposal. 


BAKEWELL. 

Medical  Officer  of  Health,  C.  W.  Evans,  m.b. 

Area  in  Acres,  3,018.  Estimated  Population,  2,940. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 


12-21  24  83  1-02 

SANITARY  INSPECTOR— WILLIAM 

Informal  Notices 
Served  bv 

684 

REDFEARN. 

Legal  Notices 

Served  by  Nuisances 

Sanitary 

Inspector. 

Local  Authority- 

Abated. 

Dwelling  Houses — 

Repaired  . . 

3 

— 

3 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

2 

— 

2 

Defective  Traps,  Inlets,  & Drains 

14 

2 

14 

Drains  Obstructed 

6 

— 

6 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

14 

1 

11 

Insufficient  Closet  Accommodation 

— 

— 

— 

Conversion  of  Privies  into  W.C.’s 

4 

2 

4 

Defective  Water  Closets... 

11 

1 

10 

Other  Delects — 

Surfaces  of  Courts  and  Yards  ... 

6 

— 

6 

Eaves-Spouts  and  Down-Spouts 

6 

— - 

6 

Urinals  Defective 

2 

— — 

2 

Water  Supply 

1 

— 

— 

Offensive  Accumulations 

35 

— 

35 

Animals  improperly  kept 

— 

— - 

— 

Pigsties 

3 

- — - 

3 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding 

— 

— 

— 

Foul  Condition  of  Houses 

— 

— 

— 

Totals 

107 

6 

102 

Infected  houses  disinfected  and  disinfectants  supplied  where  required. 

It  is  interesting  to  read  that,  “ In  February  six  members 
of  a German  band  reached  Bakewell  on  the  third  day  after 
contact  with  a Small-pox  patient,  but  were  persuaded  to 
move  out  of  the  district.’’  I am  afraid  if  every  Authority 
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acted  on  the  same  lines  all  efforts  to  prevent  the  spread  of 
this  disease  would  be  unavailing. 

It  is  reported  that  the  solid  matter  has  been  systematically 
removed  from  the  larger  sewers,  but  no  mention  is  made  of 
any  consideration  being  given  to  a scheme  of  sewerage  and 
sewage  disposal  worthy  of  a health  resort. 

Further  Sanitary  Requirements . 

(i.)  The  enforcement  of  the  Bye-laws  of  the  District 
and  the  Dairies,  Cowsheds  and  Milkshops 
Orders. 

(ii.)  A scheme  of  sewerage  and  sewage  disposal  is  urgently 
required. 

(iii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


BASLOW  AND  BUBNELL. 


Medical  Officer  of  Health,  P.  S.  FENTEM,  m.d. 

Area  in  Acres,  5,634.  Estimated  Population,  770. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

9-09  27-37  ' — — 


SANITARY  INSPECTOR— JOHN  CLARK. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired  ...  ...  ...  ...  4 

Unfit  for  Habitation  ...  ...  — 


Drainage — 

No  Disconnection  of  Waste  Pipe  4 

Defective  Traps,  Inlets,  & Drains  8 

Drains  Obstructed  ...  ...  18 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  7 
Insufficient  Closet  Accommodation  — 
Conversion  of  Privies  into  W.C.’s  2 

Defective  Water  Closets  ...  4 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective 
Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 

Pigsties  

Smoke  Nuisance  ... 

Overcrowding 
Foul  Condition  of  Houses 


78  Nil 


Totals 


74 
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It  is  satisfactory  to  read  that  this  Authority  has  provided 
three  sites  on  which  house  refuse  can  be  tipped.  The  Council 
clearing  these  sites  of  the  refuse  to  a public  tip  some  distance 
away.  Nothing  has  yet  been  done  to  carry  out  a scheme  of 
sewage  disposal. 

Further  Sanitary  Requirements . 

(i.)  The  carrying  out  of  a scheme  of  sewage  disposal. 

(ii.)  The  provision  of  an  Isolation  Hospital  in  conjunction 
with  the  other  Authorities  within  the  Haddon 
Hospital  District. 


BELPER. 

Medical  Officer  of  Health,  R.  G.  ALLEN,  m.e.c.s. 

Area  in  Acres,  8,183.  Estimated  Population,  11,380. 

Crude'Death  Rate,  Birth  Rate,1  Zymotic  Death  Rate,  Infantile  Mortality, 


13-62  28-03 

1-40 

125-3 

SANITARY  INSPECTOR- 

-JOHN 

POTTER. 

Informal  Notices 
Served  by 
Sanitary  Inspector. 

Dwelling  Houses — 

Repaired  ...  ...  ...  ...  — 

Unfit  for  Habitation  ...  ...  - — 

Legal  Notices 
Served  by 
Local  Authority. 

Nuisances 

Abated. 

36 

3 

Drainage — 

No  Disconnection  of  Waste  Pipe  — 
Defective  Traps,  Inlets,  & Drains  — 
Drains  Obstructed  ...  ...  — 

78 

59 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  — 

32 

27 

Insufficient  Closet  Accommodation 
Conversion  of  Privies  into  W.C.’s 
Defective  Water  Closets  ... 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective 
Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 
Pigsties 

Smoke  Nuisance  ... 

Overcrowding- 
Foul  Condition  of  Houses 


6 


19 

51 

1 

13 

19 


9 


Totals 


76 


228 


6 


13 

40 

13 

19 


8 


224 


Inspection  of  slaughter-houses.  Weekly  inspection  of  market. 


During  the  year  the  scavenging  of  this  district  has  been 
satisfactory,  but  the  public  tips,  which  create  a great  amount 
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of  nuisance,  still  exist.  Dr.  Allen  writes,  “ I wish  the 
Authority  could  see  their  way  to  the  provision  of  a de 
structor/’ 

Further  Sanitary  Requirements . 

(i.)  The  provision  of  a destructor. 

(ii.)  The  provision  of  public  slaughter-houses. 

(iii.)  Conversion  of  privies  into  water  closets  where 
possible. 

(iv.)  The  paving  of  back-yards  and  open  spaces. 


BOLSOVER. 


Medical  Officer  of  Health,  W.  STRATTON,  l.r.c.p.i. 

Area  in  Acres,  4,955.  Estimated  Population,  9,000. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14-33  45-44  1*77  119*8 


SANITARY  INSPECTOR— W.  Gf.  BROWNE,  S.I.Cert. 


Dwelling  Houses — 


Informal  Notices 
Served  by 
Sanitary  Inspector. 


Legal  Notices 
Served  by 
Local  Authority. 


Nuisances 

Abated. 


Repaired  ... 

9 

— 

21 

Unfit  for  Habitation 

9 

2 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

— 

1 

— 

Defective  Traps,  Inlets,  & Drains 

23 

23 

23 

Drains  Obstructed 

65 

4 

65 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

35 

1 

35 

Insufficient  Closet  Accommodation 

7 

1 

7 

Conversion  of  Privies  into  W.C.’s 

— 



— 

Defective  Water  Closets... 

9 

— 

9 

Other  Dejects — 

Surfaces  of  Courts  and  Yards  ... 

— 

— 

— 

Eaves-Spouts  and  Down-Spouts 

10 

— 

10 

Urinals  Defective 

— 

— 

— 

Water  Supply 

— 

— 

— 

Offensive  Accumulations 

130 

3 

130 

Animals  improperly  kept 

10 

2 

10 

Pigsties 

1 

1 

1 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding  ...  ...  — 

2 

1 

2 

Foul  Condition  of  Houses 

— 

— 

— 

Totals 

310 

39 

313 

The  Medical  Officer  of  this  district  reports  that  the 
scavenging  is  not  done  to  his  satisfaction,  and  urges  the 
District  Council  to  take  over  the  work  themselves. 


Thirteen  cases  of  Enteric  Fever  were  reported  during  the 
year,  which  Dr.  Stratton  attributes  to  the  use  of  well  water, 
the  well  itself  being  surrounded  by  privy-middens. 

Further  Sanitary  Requirements . 

(i.)  The  provision  of  Diphtheria  Antitoxin  free. 

(ii.)  The  better  sanitation  of  Shuttlewood  and  Whaley 
Thorns. 

(iii.)  The  construction  of  further  sewage  filters. 


BONSALL. 

Medical  Officer  of  Health,  A.  Gf.  HARVEY,  m.b. 

Area  in  Acres,  2,447.  Estimated  Population,  1,860. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

18-97  27-94  1*47  52-6 


SANITARY  INSPECTOR— WILLIAM  WORMLEIGHTON. 


Informal  Notices 
Served  by 

Legal  Notices 
Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

2 

— 

2 

Unfit  for  Habitation 

1 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

1 

— 

1 

Defective  Traps,  Inlets,  & Drains 

9 

1 

10 

Drains  Obstructed 

7 

— 

7 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

29 

1 

26 

Insufficient  Closet  Accommodation 

3 

1 

3 

Conversion  of  Privies  into  W.C.’s 

— 

— 

— 

Defective  Water  Closets... 

— 

— 

— 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

— 

— 

— 

Eaves-Spouts  and  Down-Spouts 

2 

— 

1 

Urinals  Defective 

— 

— 

— 

Water  Supply 

— 

— 

— 

Offensive  Accumulations 

4 

— 

4 

Animals  improperly  kept 

— . - 

— 

— 

Pigsties 

— 

— 

— 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding 

2 

- — 

1 

Foul  Condition  of  Houses 

— 

— 

— 

Totals 

60 

3 

55 

Public  drains  periodically  disinfected  and  inhabitants  well 

supplied 

with  disinfectants. 

Dr.  Harvey  emphasises  the  importance  of  safeguarding  the 
public  water  supply,  as  the  population  of  the  country  has 
risen  to  forty-two  millions,  and  most  of  the  surface  lands  are 
being  drained  or  built  over. 


57 


Two  of  the  three  cases  of  Enteric  Fever  notified  in  this 
district  during  the  year  proved  fatal.  In  the  one  instance 
the  deceased  “ slept  with  a recently  convalescent  Typhoid, 
who  came  from  Manchester.  ” The  other  was  attributed  to 
insanitary  surroundings. 

Further  Sanitary  Requirements . 

(i.)  The  completion  of  the  water  scheme. 

(ii.)  The  enforcement  of  the  Dairies,  Cowsheds,  and 
Milkshops  Orders. 

(iii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


BRAMPTON  AND  WALTON. 


Medical  Officer  of  Health,  J.  A.  GOODFELLOW,  m.b. 
Area  in  Acres,  10,104.  Estimated  Population,  2,700. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

18-33  25-18  1-11  147 


SANITARY  INSPECTOR— W.  J.  NICHOLLS. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired — — — 

Unfit  for  Habitation  ...  ...  — — — 


Drainage — 

No  Disconnection  of  Waste  Pipe  — 
Defective  .Traps,  Inlets,  & Drains  — 
Drains  Obstructed  ...  ...  18 


Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  20 
Insufficient  Closet  Accommodation  — 
Conversion  of  Privies  into  W.C.’s  — 
Defective  Water  Closets...  ...  — 


Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective 

Water  Supply  

Offensive  Accumulations 
Animals  improperly  kept 

Pigsties  

Smoke  Nuisance  ... 

Overcrowding 

Foul  Condition  of  Houses 


Totals  ...  41 


16 

19 


3 


Nil 


38 


Houses  disinfected  after  infectious  disease  by  sulphur^ fumigation. 
Surprise  visits  paid  to  slaughter-houses. 
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The  Medical  Officer  of  Health  of  this  district  calls  the 
serious  attention  of  the  District  Council  to  the  necessity  for 
their  drawing  up  new  regulations  under  the  Dairies,  Cow- 
sheds, and  Milkshops  Orders. 

The  Cutthorpe  Sewage  Farm  is  in  a disgraceful  condition. 
Dr.  Goodfellow  suggests  that  the  control  of  the  Sewage  Farm 
should  be  put  under  the  Sanitary  Inspector,  who,  with  the 
aid  of  the  road  men,  could  look  after  the  works  much  better 
than  will  be  the  case  if  it  is  let  as  a farm.  Dr.  Goodfellow 
suggests  that  properly-constructed  filter  beds  should  be  put 
down  at  Cutthorpe. 

Further  Sanitary  Requirements. 

(i.)  The  completion  of  the  sewage  filters,  as  suggested 
by  Dr.  Goodfellow. 

(ii.)  The  enforcement  of  the  Dairies,  Cowsheds,  and 
Milkshops  Orders. 


BUXTON. 

Medical  Officer  of  Health,  F.  TURNER,  m.r.c.s. 

Area  in  Acres,  1,810.  Estimated  Population,  11,500. 

Crude  Death  Rate,  Birtli  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

11-65  17*82  1*39  11*2 


SANITARY  INSPECTOR—' T.  A.  CROGHAN,  S.I.Cert. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dioelling  Houses — 

Repaired  ...  ...  ...  ...  — — — 

Unfit  for  Habitation  ...  ...  — — — 


Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 


64 

— 

64 

94 

5 

99 

45 

— 

45 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  7 
Insufficient  Closet  Accommodation  — 
Conversion  of  Privies  into  W.C.’s  — 
Defective  Water  Closets...  ...  46 


7 

46 


Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective... 

Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 

Pigsties  

Smoke  Nuisance  ... 

Overcrowding 

Foul  Condition  of  Houses 


32 

5 

37 

37 

* 

37 

1 

1 

2 

17 

— 

17 

Totals  ...  343 


11  354 
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This  District  Council  have  now  the  sewerage  scheme  in 
working  order,  producing  a good  effluent. 

Scavenging  is  carried  out  by  the  Council's  own  servants, 
the  house  refuse  being  taken  in  sanitary  carts  twice  a week 
to  the  destructor. 

The  administration  of  the  Acts  relating  to  Factories  and 
Workshops  is  being  satisfactorily  observed. 

Further  Sanitary  Requirements . 

(i.)  The  completion  of  the  water  scheme  now  in  hand, 
(ii.)  The  provision  of  a public  mortuary. 


CHESTERFIELD  (Borough). 

Medical  Officer  of  Health,  H.  PECK,  m.d.,  d.p.h. 

Area  in  Acres,  1,216.  Estimated  Population,  28,890. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

13-29  30-18  1-86  119 

SANITARY  INSPECTOR— C.  E.  WOOD,  S.I.Cert. 

Informal  Notices  Legal  Notices 


Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

35 

— 

35 

Unfit  for  Habitation 

1 

— 

2 

Drainage — 

No  Disconnection  of  Waste  Pipe 

4 

— 

4 

Defective  Traps,  Inlets,  & Drains 

75 

20 

95 

Drains  Obstructed 

95 

26 

121 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

80 

32 

109 

Insufficient  Closet  Accommodation 

7 

— 

7 

Conversion  of  Privies  into  W.C.’s 

19 

— 

19 

Defective  Water  Closets... 

48 

20 

67 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

62 

19 

75 

Eaves -Spouts  and  Down -Spouts 

78 

13 

85 

Urinals  Defective 

8 

— 

8 

Water  Supply 

— 

— 

— 

Offensive  Accumulations 

23 

6 

29 

Animals  improperly  kept 

— 

— 

— 

Pigsties  

12 

2 

13 

Smoke  Nuisance  . 

1 

— 

1 

Overcrowding 

4 

20 

23 

Foul  Condition  of  Houses 

11 

31 

42 

Totals  . . . 

563 

189 

735 

Houses  and  bedding  disinfected.  Samples  of  food  periodically 
analysed.  1 prosecution.  A butcher  prosecuted  for  selling  unsound 
meat.  House  refuse,  etc.,  removed.  No  canal  boats. 
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Out  of  53  cases  of  Small-pox  notified  during  the  year  only 
one  proved  fatal.  This  was  a woman  who  contracted  the 
disease  at  Worksop.  Cases  reported  as  Chicken-pox  by  the 
School  Attendance  Officer  were  examined  by  Dr.  Peck,  who 
discovered  11  cases  of  Small-pox  in  this  way. 

Speaking  of  the  small  amount  of  Diarrhoea,  Dr.  Peck 
writes,  this  “ must  be  chiefly  attributed  to  the  large  number 
of  showery  days  during  the  months  most  favourable  to  the 
growth  of  the  organisms  ” of  Diarrhoea.  Some  of  the  credit 
he  gives  to  the  Corporation  for  their  efforts  in  street  water- 
ing, improved  scavenging,  and  the  distribution  of  leaflets  on 
infant  feeding. 

The  question  of  the  water  supply  is  dealt  with  under  the 
heading  of  Water.  Rapid  progress  is  now  being  made  with 
the  construction  of  sewage  filters. 

It  is  extremely  satisfactory  to  read  that  under  the  new 
method  of  scavenging  the  fouling  of  the  surface  of  the  yard 
and  road  is  avoided  by  the  refuse  being  carried  out  in 
“ skips/’  which  are  emptied  directly  into  the  cart.  The 
increasing  adoption  of  dustbins  in  the  place  of  ashpits  is 
another  step  in  the  right  direction. 


Further  Sanitary  Requirements . 

(i.)  An  increased  supply  of  water  so  as  to  permit  of 
the  general  use  of  the  water-carriage  system  of 
excrement  removal. 

(ii.)  The  completion  of  the  storm -water  tanks  and  filters 
at  the  Sewage  Outfall  Works. 
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CLAY  CROSS. 

Medical  Officer  of  Health,  W.  DUNCAN,  m.b. 

Area  in  Acres,  1,467.  Estimated  Population,  8,450. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14*91  36-92  2-24  150 

SANITARY  INSPECTOR—1 T.  G.  GRIFFIN,  S.I.Cert. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector  Local  Authority.  Abated. 


Divellinq  Houses — 

Repaired  ... 

19 

— 

13 

Unfit  for  Habitation 

6 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

13 

— ■ 

13 

Defective  Traps,  Inlets,  & Drains 

45 

— 

39 

Drains  Obstructed 

77 

— 

77 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

105 

— 

102 

Insufficient  Closet  Accommodation 

1 

— 

1 

Conversion  of  Privies  into  W.C.’s 

10 

— 

10 

Defective  Water  Closets... 

4 

— 

4 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

15 

— 

11 

Eaves -Spouts  and  Down-Spouts 

2 

— 

2 

Urinals  Defective 

o 

«> 

— 

3 

Water  Supply 

— 

— - 

— 

Offensive  Accumulations 

9 

— 

9 

Animals  improperly  kept 

6 

— - 

6 

Pigsties 

4 

— 

4 

Smoke  Nuisance  ... 

7 

— 

7 

Overcrowding 

i 

— 

1 

Foul  Condition  of  Houses 

6 

6 

5 

Totals 

333 

15 

307 

Houses  disinfected  by  sulphur,  and  disinfectants  supplied  where 
required.  3 stones  meat,  60  lbs.  tomatoes,  5 score  crabs  destroyed. 
4 samples  water  taken  for  analysis.  189  houses  connected  to  new 
sewer.  Scavenging  to  935  houses  done  by  Council’s  men.  Scavenging 
to  823  houses  done  by  Contractors. 


One  case  of  Small-pox  occurred  in  this  district  during  the 
year.  The  Medical  Officer  writes  that  he  had  the  case  off 
to  Penmore  in  less  than  three  hours  after  he  was  first  seen. 
The  contacts  were  regularly  inspected,  but  no  fresh  case 
occurred. 

The  Sewage  Works  are  now  approaching  completion. 

Very  few  water  closets  are  in  use  at  Clay  Cross,  as  the 
water  supply  is  only  sufficient  for  household  use.  Their 
introduction  into  all  new  houses  is,  however,  encouraged. 

The  cleansing  of  privies  and  ashpits  is  being  carried  out 
partly  by  the  Council’s  own  servants  and  partly  by  contract. 


62 


Further  Sanitary  Requirements. 

The  completion  of  the  scheme  of  water  supply  and  the 
subsequent  adoption  of  the  water-carriage  system 
of  excrement  removal. 


DRONFIELD. 


Medical  Officer  of  Health,  0.  H.  HUDSON,  m.kc.s. 


Area  in  Acres,  1,045.  Estimated  Population,  8,920. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality,  • 

15-56  26-27  2 04  145 


SANITARY  INSPECTOR— T.  H.  ATKINSON,  S.I.Cert. 


Informal  Notices  Le^al  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired 2 — 2 

Unfit  for  Habitation  ...  ...  — — — 


Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 


10 

— 

10 

11 

— 

11 

12 

— 

12 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  2 
Insufficient  Closet  Accommodation  — 
Conversion  of  Privies  into  W.C.’s  2 
Defective  Water  Closets...  ...  5 


Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 
Eaves -Spouts  and  Down-Spouts 
Urinals  Defective 
Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 
Pigsties 

Smoke  Nuisance  ... 

Overcrowding 

Foul  Condition  of  Houses 


1 

6 

2 

17 

1 

3 


1 


2 


2 


5 


1 

6 

2 2 

17 

1 

2 3 

1 3 


Totals 


77 


5 


78 


Houses  disinfected  by  Council’s  servants.  Diphtheria  Antitoxin 
supplied  free.  Slaughter-houses  inspected.  Regulations  under  Dairies, 
Cowsheds  and  Milkshops  Orders  carried  out.  No  canal  boats. 


Of  the  730  houses  within  the  sewage  area  648  are  con- 
nected up  to  the  main  sewer  and  82  remain  to  be  connected. 
The  dry  weather  flow  of  sewage  reaching  the  Outfall  Works 
amounts  to  41,000  gallons,  or  about  63  gallons  per  day  per 
house. 

The  effluent,  from  these  works  is  quite  satisfactory  when  the 
filters  are  used,  but  further  filters  are  required  for  the  night 
sewage. 
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The  work  of  excrement  and  house  refuse  removal  is  done 
by  the  Council’s  own  servants. 

Dr.  Hudson  points  out  that  the  Bye-laws  which  were 
adopted  in  March,  1865,  are  very  much  out  of  date. 

Further  Sanitary  Requirements . 

(i.)  The  conversion  of  privy-middens  to  water  closets, 
(ii.)  The  adoption  of  modern  Bye-laws. 

(iii.)  The  accumulation  of  ashes  and  clinker  on  the 
Sewage  Disposal  Works,  so  as  to  permit  of  the 
gradual  extension  of  the  filters  as  the  popula- 
tion increases. 


FAIRFIELD. 


Medical  Officer  of  Health,  C.  J.  BENNET,  m.r.c.s. 

Area  in  Acres,  8,457.  Estimated  Population,  3,780. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

11-79  29-49  ' 1-34  118 


SANITARY  INSPECTOR— D.  CLAYTON. 


Dwelling  Houses — 
Repaired  ... 

Unfit  for  Habitation 


Informal  Notices 
Served  by 
Sanitary  Inspector. 


Legal  Notices 

Served  by  Nuisances 
Local  Authority.  Abated. 


3 


Drainage — 

No  Disconnection  of  Waste  Pipe  — 
Defective  Traps,  Inlets,  & Drains  14 
Drains  Obstructed  ...  ...  6 


Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  14  — — 

Insufficient  Closet  Accommodation  7 new  closet  pans  have  been 

supplied. 

Conversion  of  Privies  into  W.C.’s  1 — — 

Defective  Water  Closets  ...  — - — — 


Other  Dejects — 

Surfaces  of  Courts  and  Yards  ...  — 

Eaves-Spouts  and  Down-Spouts  — 
Urinals  Defective  ...  ...  — 

Water  Supply  ...  ...  ...  — 

Offensive  Accumulations  ...  10 

Animals  improperly  kept  ...  — 

Pigsties  ...  ...  ...  ...  — 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding  ...  ...  ...  — 

Foul  Condition  of  Houses  ...  — 


Totals  ...  48  Nil  10 

36  Privies  are  being  converted  into  Water  Closets,  and  2 houses  are 
being  connected  to  main  sewer. 

During  the  year  this  District  Council  made  application 
to  the  Local  Government  Board  for  the  construction  of 
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additional  storage  at  Black  Edge.  Dr.  Bennet  suggests  that 
the  closets  at  Onward  Cottages  should  be  converted  to  the 
water-carriage  system.  He  also  suggests  that  water  closets 
should  be  substituted  for  the  present  closets  at  New  High 
Street,  and  that  the  scavenging  of  the  district  should  be 
carried  out  by  the  officers  of  the  Council,  as  it  is  not  efficiently 
done  at  present. 

Further  Sanitary  Requirements . 

(i.)  The  connection  of  the  remainder  of  the  houses  to 
the  public  sewers. 

(ii.)  The  completion  of  the  Black  Edge  water  scheme. 

(iii.)  The  adoption  of  regulations  under  the  Dairies,  Cow- 
sheds and  Milkshops  Orders. 


GLOSSOP  (Borough). 


Medical  Officer  of  Health,  D.  J.  MACKENZIE,  m.d. 

Area  in  Acres,  3,052.  Estimated  Population,  21,520. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

16*73  22*49  * 1*25  136 


SANITARY  INSPECTOR— S.  DANE,  S.I.Cert. 

Informal  Notices  Legal  Notices 
Served  by  Served  by 

Sanitary  Inspector.  Local  Authority. 

Dicelling  Houses — 

Repaired  ...  ...  ...  ...  — — 

Unfit  for  Habitation  ...  ...  — — 

Drainage — 

No  Disconnection  of  Waste  Pipe  32  — 

Defective  Traps,  Inlets,  & Drains  209  — 

Drains  Obstructed  ...  ...  87  — 

Closets  and  Ashpits  ... 

Insanitary  Privies  and  Ashpits  257  1 

Insufficient  Closet  Accommodation  9 — 

Conversion  of  Privies  into  W.C.’s  52  — 

Defective  Water  Closets...  ...  — — 

Other  Defects— 

Surfaces  of  Courts  and  Yards  ...  74  — 

Eaves-Spouts  and  Down-Spouts  141  — 

Urinals  Defective 
Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 
Pigsties 

Smoke  Nuisance  ... 

Overcrowding 
Foul  Condition  of  Houses 


Totals 


7 

1,307 

1 

. 2 
. 22 
. 2 

. 53 


2,255 


Nuisances 

Abated. 


32 

197 

87 


251 

9 

52 


74 

141 

7 


1,307 

1 


2,237 


Houses  disinfected.  Slaughter-houses  inspected.  Scavenging  done  on 
the  voluntary  system. 
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One  case  of  Small-pox  occurred  in  this  district  during  the 
year — an  unvaccinated  boy  nine  years  of  age.  No  second 
case  occurred.  Dr.  Mackenzie  calls  attention  to  the  fact 
that  there  is  no  steam  disinfector,  and  infected  articles  have 
to  be  destroyed.  This  is  not  only  an  expense,  but  there  is 
a risk  of  infected  articles  being  hidden,  which  the  owners 
value  for  sentimental  or  other  reasons. 

The  management  of  the  public  libraries  and  laundries  are 
kept  informed  of  cases  of  infectious  disease,  and  all  infected 
houses  are  disinfected  by  servants  of  the  Corporation. 

It  is  satisfactory  to  read  that  strenuous  measures  are  being 
adopted  to  improve  the  conditions  of  the  ashpits,  and  rubble- 
drains  and  defective  drain-pipes  are  being  replaced  by  sani- 
tary pipes.  Best  of  all,  however,  is  the  fact  that  during 
the  year  52  privies  were  converted  to  water  closets. 

A detailed  account  of  the  work  done  by  the  Sanitary 
Inspector  is  appended  to  Dr.  Mackenzie's  report.  The 
number  of  pail-closets  is  2,270  as  against  2, 2 GO1  in  1904. 

The  contents  thereof  are  carried  down  by  horses  and  carts 
to  the  Sewage  Outfall  Works,  and  there  covered  over  with 
ashes  and  road  scrapings.  It  would  be  infinitely  more 

economical  for  this  excreta  to'  be  passed  direct  into  the 

sewers,  and  then  simply  to  flow  down  by  gravitation.  The 

sewers  are  self-cleansing,  and  a large  sum,  of  money  would  be 
saved  if  the  excreta  were  passed  into  the  sewers.  Possibly 
the  Outfall  Works  would  require  further  filters  making,  but 
modern  sewage  filters  made  of  pieces  of  clinker  from  f in. 
to  | in.  in  size,  the  sewage  being  sprinkled  over  them  by 
means  of  a revolving  arm,  are  infinitely  cheaper  to  construct 
than  the  type  of  filters  which  were  made  at  the  time  the 
Glossop  Sewage  Works  were  constructed.  Not  only  would 
a large  saving  of  money  be  effected  by  the  water-carriage 
of  excrement,  but  the  health  of  Glossop  would  be  considerably 
improved. 

The  attention  of  the  Corporation  should  be  called  to  the 
figures  which  are  published  each  year  from  Nottingham,  as 
to  the  incidence  of  Enteric  Fever  in  the  houses  with  water 
closets  and  in  those  with  pail-closets.  It  is  found  that  in 
houses  with,  pail-closets  there  is  one  case  of  Enteric  Fever 
in  every  181  houses,  while  in  houses  with  water  closets  the 
incidence  is  only  one  in  571.  The  same  result  has  been 
found  at  Stockport,  Gorton,  and  other  places.  When  other 
towns  are  converting  pail-closets  to  water  closets  as  rapidly 
as  they  can,  it  is  time  that  the  Corporation  of  Glossop  ceased 
converting  privies  to  pail-closets  or  countenancing  new 
property  with  pail-closets.  I have  called  the  attention  of 
the  Corporation  to  this  point  for  several  years. 

5 
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Further  Sanitary  Requirements . 

(i.)  An  additional  water  supply. 

(ii.)  The  conversion  of  such  privies  and  pails  as  are 
nuisances  to  the  water-carriage  system. 

(iii.)  The  accumulation  of  clinker  on  the  Sewage  Works 
for  the  gradual  extension  of  the  sewage  filters. 

(iv.)  The  provision  of  a steam  disinfector. 

(v.)  The  paving  or  asphalting  of  back-yards. 

(vi.)  The  enforcement  of  the  regulations  under  the 
Dairies,  Cowsheds  and  Milkshops  Orders. 


HEAGE. 

Medical  Officer  of  Health,  N.  C.  BOYLE,  l.r.c.p. 
Area  in  Acres,  2,367.  Estimated  Population,  3,110. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 


10-29  32-15 

— 

100 

SANITARY  INSPECTOR— B. 

GLOSSOP. 

Informal  Notices 

Legal  Notices 

Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

4 

— 

4 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

4 

— 

4 

Defective  Traps,  Inlets,  & Drains 

9 

— 

9 

Drains  Obstructed 

5 

— 

5 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

6 

— 

4 

Insufficient  Closet  Accommodation 

1 

— 

1 

Conversion  of  Privies  into  W.C.’s 

4 

— 

4 

Defective  Water  Closets... 

1 

— 

1 

Other  Delects — 

Surfaces  of  Courts  and  Yards  ... 

— 

— 

— 

Eaves-Spouts  and  Down-Spouts 

2 

— 

2 

Urinals  Defective 

— 

— 

— 

Water  Supply 

• — 

— 

— 

Offensive  Accumulations 

36 

— 

34 

Animals  improperly  kept 

— 

— 

— 

Pigsties 

1 

— 

1 

Smoke  Nuisance 

— 

- — 

— 

Overcrowding 

— 

— 

— 

Foul  Condition  of  Houses  ... 

— 

— 

— 

Totals  . . . 

73 

Nil 

79 

Disinfectant  supplied  free,  and  instructions  given  how  to  use  it. 
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During  the  year  this  District  Council  applied  to  the  Local 
Government  Board  for  their  sanction  to  a loan  of  £550  for 
the  purpose  of  a water  supply.  Eventually  the  district  will 
obtain  a supply  from  the  Derwent  Valley  main. 

Nothing  further  has  been  done  with  regard  to  the  sewage 
disposal  of  the  district. 

Further  Sanitary  Requirements. 

The  completion  of  the  water  and  sewage  schemes  in  hand. 


HEANOR. 

Medical  Officer  of  Health,  W.  H.  TURTON,  m.d. 

Area  in  Acres,  3,509.  Estimated  Population,  17,880. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

12*58  33*78  2*85  134 


SANITARY  INSPECTOR— J.  HOLBROOK. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

T)  welling  Houses — 

Repaired  ...  ...  ...  ...  — — — 

T_  nfit  for  Habitation  ...  ...  — — — 

Drainage — 

No  Disconnection  of  Waste  Pipe  — — — 

Defective  Traps,  Inlets,  & Drains  11  1 19 

Drains  Obstructed  ...  ...  21  — 21 


Closets  and  Ash-pits  ... 

Insanitary  Privies  and  Ashpits...  13 
Insufficient  Closet  Accommodation  — 
Conversion  of  Privies  into  WLC.’s  1 
Defective  Water  Closets...  ...  — 


2 9 

1 2 


Other  Dejects — 

Surfaces  of  Courts  and  Yards  ...  — — — 

Eaves-Spouts  and  Down-Spouts  2 — - — 

Urinals  Defective  ...  ...  — — — 

Water  Supply  ...  ...  ...  8 4 12 

Offensive  Accumulations  ...  — — — 

Animals  improperly  kept  ...  — — — 

Pigsties  2 — 2 

Smoke  Nuisance  ...  ...  ...  — — — 

Overcrowding  ...  ...  ...  — — — 

Foul  Condition  of  Houses  ...  — — — 


Totals  ...  58 


8 65 


Disinfection  of  houses  and  isolation  of  cases.  Pails  provided  in  cases 
of  Enteric  Fever.  2 beds  destroyed.  A quantity  of  fish  condemned 
as  being  unfit  for  human  food. 
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Two  cases  of  Small-pox  were  notified  in  this  district  during 
the  year.  Nine  persons  who  had  been  in  contact  with  one 
of  these  cases  were  re-vaccinated,  and  none  of  them  took  the 
disease.  One  man,  however,  refused  to  be  vaccinated  and 
contracted  the  disease.  He  had  four  good  marks  of  success- 
ful vaccination  in  infancy,  and  never  was  seriously  ill. 

During  the  year  70  houses  were  connected  with  the  public 
water  supply.  It  is  satisfactory  to  read  that  no  more  privy- 
middens  are  to  be  allowed  in  new  property  in  Heanor.  I 
am  sorry,  however,  to  read  that  pail-closets  will  be  allowed 
as  well  as  water  closets.  It  has  been  conclusively  proved 
that  the  incidence  of  Enteric  Fever  in  houses  with  pail- 
closets  is  three  times  as  great  as  in  houses  with  water  closets. 
In  addition  to  this  the  expense  of  removing  the  excreta 
from  pail-closets  is  much  greater  than  the  cost  of  water  for 
the  removal  of  excreta  by  the  water-carriage  system.  Now 
that  the  district  is  provided  with  an  ample  water  supply 
and  adequate  sewage  disposal  works  are  being  constructed, 
the  ratepayers  should  insist  upon  obtaining  the  full  benefit 
for  the  money  they  have  expended  by  utilizing  the  sewerage 
and  water  schemes  for  the  removal  of  the  excreta,  instead 
of  having  to  pay  for  its  removal  by  the  clumsy  and  filthy 
methods  involved  in  the  pail-closet  system. 

A sewage  filter  has  been  constructed  at  Tanner’s  Lane, 
and  progress  is  being  made  with  the  construction  of  filters 
at  Langley  Mill  and  Woodend. 

Further  Sanitary  Requirements. 

(i.)  The  conversion  of  privy-middens  to  water  closets, 
and  the  adoption  of  the  water-carriage  system 
of  excrement  removal  in  all  new  houses. 

(ii.)  The  construction  of  an  adequate  area  of  biological 
filter  and  sewage  tanks. 

(iii.)  The  provision  of  a steam  disinfector  at  the  Calla- 
dine  House. 

(iv.)  The  appointment  of  an  Inspector  of  Nuisances  to 
devote  the  whole  of  his  time  to  the  duties  of  his 
office. 
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ILKESTON. 

Medical  Officer  of  Health,  J.  J.  TOBIN,  m.d. 
Area  in  Acres,  2,526.  Estimated  Population,  29,250. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14-25  34*80  2-87  158 


SANITARY  INSPECTOR— J.  B.  DURO,  S.I.Cert. 


Divelling  Houses — 
Repaired 

Unfit  for  Habitation 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 
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83 


Drainage  — 

No  Disconnection  of  Waste  Pipe  10 
Defective  Traps,  Inlets,  & Drains  1 02 
Drains  Obstructed  ...  ...  200 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  294 
Insufficient  Closet  Accommodation  6 
Conversion  of  Privies  into  W.C.’s  60 
Defective  Water  Closets...  ...  95 


Other  Defects — 

Surfaces  of  Courts  and  Awards  .. 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective 
Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 

Pigsties  

Smoke  Nuisance  ... 
Overcrowding- 
Foul  Condition  of  Houses 


36 

29 

10 

34 

36 

10 

12 

23 

5 

26 


Totals  1,050 


32 


187 


2 carcases  and  viscera,  121  lbs.  frozen  beef,  1 keg  American  tripe 
destroyed  by  fire,  being  unfit  for  human  consumption. 


Dr.  Tobin  calls  attention  to  the  high  Infantile  Mortality 
in  this  Borough,  namely,  182  per  1,000'  births  for  ten  years. 
For  the  year  under  review  the  mortalit}/  was  158  as  against 
125,  the  infantile  mortality  in  the  whole  County,  and  about 
50  per  1,000  in  rural  parts  of  Ireland.  There  were  45 
deaths  of  children  under  one  year  from  Diarrhoea;  this,  out 
of  a total  of  52  deaths  from  Diarrhoea.  Twenty-six  of  the 
deaths  took  place  in  the  months  of  July  and  August,  and 
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in  the  houses  of  coal-miners.  The  houses  are  now  all  supplied 
with  pure  water,  and  the  Diarrhoea  organism  must  have  been 
conveyed  to  the  food  as  dust  or  by  flies.  This  is  a strong 
argument  for  the  conversion  of  privy-middens  to  water 
closets,  and  the  paving  of  back-yards. 

The  Corporation  have,  with  great  enterprise,  obtained  an 
unlimited  supply  of  water  of  excellent  quality.  But  while 
the  privy-midden  nuisance  remains  as  it  is  now  these  out- 
breaks of  Diarrhoea  in  the  summer  are  inevitable. 

From  the  Inspector’s  report  it  will  be  seen  that  a large 
number  of  sink  drains  are  being  disconnected,  and  that 
about  one  privy  is  converted  to1  a water  closet  each  week. 
Under  the  present  arrangement  the  privies  in  most  cases 
become  stinking  cesspools,  often  within  a few  feet,  or  actually 
built  close  up  to  the  dwellings.  During  the  summer  months 
the  emanations  are  unbearable,  and  even  from  the  tub  closets 
unpleasant  odours  arise. 

Another  evil  consequence  of  the  system  of  privy-middens 
is  that  the  sewage  works  its  way  into  the  cellars  and  pantries. 
The  Inspector  reports  that  he  finds  it  not  an  uncommon 
thing  for  drains  to  be  laid  from  the  cellars  direct  to  the 
public  sewers  without  any  air  disconnection.  While  these 
conditions  prevail,  Ilkeston,  in  spite  of  its  pure  water  supply, 
will  continue  to  have  a high  death-rate  from  Diarrhoeal 
diseases.  If  Table  II.  (printed  on  blue  paper)  is  examined, 
it  will  be  found  that  the  death-rate  from  Diarrhoeal  diseases 
in  Ilkeston  was  (excepting  one  Rural  District)  the  highest  in 
the  County  for  the  year  under  review. 

It  is  satisfactory  to  read  that  progress  is  being  made  with 
the  paving  of  back-yards. 

Further  Sanitary  Requirements . 

(i.)  The  completion  of  the  sewage  disposal  scheme. 

(ii.)  The  conversion  of  such  privies  as  are  nuisances 
into  water  closets. 
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LONG  EATON. 

Medical  Officer  of  Health,  A.  B.  CHAMBERS,  m.d. 

Area  in  Acres,  2,099.  Estimated  Population,  15,300. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

11-43  29*02  1-96  123 

[SANITARY  INSPECTOR— F.  WORRALL,  Assoc.  M.  Inst.  C.E. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 


Repaired  ... 

— 

— 

— 

Unfit  for  Habitation 

1 

— 

1 

Drainage — 

No  Disconnection  of  Waste  Pipe 

— 

— — 

— 

Defective  Traps,  Inlets,  & Drains 

20 

— 

— 

Drains  Obstructed 

61 

— 

— 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

42 

— 

* 

Insufficient  Closet  Accommodation 

0 

— 

— 

Conversion  of  Privies  into  W.C.’s 

53 

— 

— 

Defective  Water  Closets... 

23 

— 

— 

Other  Defects — 

Surfaces  of  Courts  and  Yards  . 

19 

— 

— 

Eaves-Spouts  and  Down-Spouts 

3 

— 

— 

Urinals  Defective 

1 

— 

— 

Water  Supply 

5 

- — 

— 

Offensive  Accumulations 

7 

— 

— 

Animals  improperly  kept 

1 

— 

— 

Pigsties  

3 

— 

— 

Smoke  Nuisance  ... 

1 

— 

— 

Overcrowding 

— 

— 

— 

Foul  Condition  of  Houses 

5 

— 

— 

Totals  ...  254 

Nil 

1 

Dr.  Chambers  calls  attention  to  the  desirability  of  the 
drains  of  all  new  buildings  being  tested  by  water  before 
they  are  passed.  In  a rapidly-growing  district  like  Long 
Eaton  if  the  drains  were  tested  by  an  Officer  of  the  Health 
Department  the  friendly  rivalry  set  up  between  the  Health 
Department  and  the  Surveyor’s  Department  would  lead  to 
a higher  standard  of  efficiency. 

During  the  year  21  privies  were  converted  into  36  pail- 
closets,  22  pail-closets  to  53  water  closets,  and  3 pan-closets 
to  4 water  closets.  In  all  new  houses  water  closets  are 
adopted,  and  it  is  satisfactory  to  read  that  there  are  only 
40  privy-middens  left  in  the  district.  As  Dr.  Chambers  says, 
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an  effort  should  be  made  to  abolish  the  whole  lot,  and  to 
this  I would  add,  to  convert  the  pail-closets  to  water  closets 
also. 

Now  that  Long  Eaton  has  become  an  important  town  of 
over  15,000  inhabitants,  it  is  time  that  it  had  a Sanitary 
Inspector  to  devote  his  whole  time  to  the  duties  of  his  office, 
under  the  immediate  supervision  of  the  Medical  Officer  of 
Health.  The  whole  time  of  the  Town  Surveyor  ought  to  be 
taken  up  in  looking*  after  new  dwellings  (235  of  which  were 
erected  during  the  year),  new  factories  and  workshops,  the 
waterworks,  the  electric  light  works,  the  sewage  disposal 
works,  public  scavenging,  highways  and  pavements,  street 
lighting,  public  improvements,  etc. 

Before  long  an  important  development  must  take  place  at 
Long  Eaton.  A refuse  destructor  is  required,  and  the 
Council  should  make  up  their  minds  as  to  the  best  ultimate 
site  for  the  disposal  of  the  sewage  of  the  district.  At  that 
site  a destructor  should  be  constructed  so  that  the  heat 
obtained  from  the  burning  of  the  refuse  can  be  utilized  for 
pumping  the  sewage,  and  the  clinker  produced  can  be  used 
for  the  construction  of  sewage  filters.  The  site  should  be 
obtained  at  once,  and  a destructor  started  so  that  the  clinker 
can  accumulate  ready  for  the  time  when  the  District  Council 
remove  the  Sewage  Works,  if  after  careful  investigation  they 
decide  that  this  step  is  advisable  in  the  public  interest. 

Further  Sanitary  Requirements . 

(i.)  The  appointment  of  an  Inspector  of  Nuisances  to 
devote  the  whole  of  his  time  to  the  duties  of 
his  office. 

(ii.)  The  construction  of  a destructor  and  further  sewage 
filters. 
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MATLOCK. 

Medical  Officer  of  Health,  W.  MOXON,  m.d. 

Area  in  Acres,  4,205.  Estimated  Population,  6,820. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

15*03  22*31  *79  120 


SANITARY  INSPECTOR— J.  D.  EVANS,  S.I.Cert. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired  ...  ...  ...  ...11  — 8 

Unfit  for  Habitation  ...  ...  — - — — • 


Drainage — 

No  Disconnection  of  Waste  Pipe  26 
Defective  Traps,  Inlets,  & Drains  181 
Drains  Obstructed  ...  ...  23 


2 23 

32  174 

2 23 


Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 
Insufficient  Closet  Accommodation 
Conversion  of  Privies  into  W.C.’s 
Defective  Water  Closets... 


29 

— 

29 

62 

18 

61 

25 

5 

25 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  13 

Eaves-Spouts  and  Down-Spouts  28 
Urinals  Defective  ...  ...  2 

Water  Supply  ...  ...  ...  3 

Offensive  Accumulations  ...  8 

Animals  improperly  kept  ...  4 

Pigsties  — 

Smoke  Nuisance  ...  ...  ...  1 

Overcrowding  ...  ...  ...  5 

Foul  Condition  of  Houses  ...  1 


4 

1 

3 

1 

1 


13 

28 

2 

o 

O 

8 

4 


1 


1 

5 

1 


Totals  ...  422 


70  108 


Disinfection  carried  out  where  necessary.  General  inspection  of 
drains,  etc.  Visits  paid  to  slaughter-houses  during  and  after  time  of 
slaughtering. 


Dr.  Moxon  writes  that  the  scavenging  of  this  district  has 
been  carried  out  satisfactorily  during  the  year,  and  that 
negotiations  with  regard  to  the  sewage  are  proceeding. 

During  the  year  62  privy-middens  were  converted  into 
water  closets. 

Dr.  Moxon  writes  : — •“  There  are  7 slaughter-houses  in  the 
district,  which  are  kept  in  a fair  condition,  but  each  of 
which  may  at  times  become  a nuisance.  I have  strongly 
urged  that  these  should  be  discontinued,  and  an  Abattoir 
provided  some  little  distance  from  the  town.  I think  this 
is  most  desirable  in  a place  which  poses  as  a health  resort.” 
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Further  Sanitary  Requirements . 

(i.)  A system  of  sewerage  and  sewage  disposal. 

(ii.)  Increased  water  storage. 

(iii.)  A public  Abattoir. 

(iv.)  The  conversion  of  privy-middens  into  water  closets. 

(v.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


MATLOCK  BATH. 

Medical  Officer  of  Health,  G.  HARVEY,  l.r.c.p. 

Area  in  Acres,  885.  Estimated  Population,  1,830. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 


20-76  25-13  -54  173 

SANITARY  INSPECTOR— W.  JAFFREY,  A.M.Inst.C.E. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector. 

Local  Authority-  Abated. 

Dwelling  Houses — 

Repaired  ... 

13 

— 

13 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

7 

— 

7 

Defective  Traps,  Inlets,  & Drains 

21 

— 

21 

Drains  Obstructed 

7 

— 

7 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

5 

— 

5 

Insufficient  Closet  Accommodation 

1 

— 

1 

Conversion  of  Privies  into  W.C.’s 

3 

— 

3 

Defective  Water  Closets... 

3 

— 

3 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

7 

— 

7 

Eaves-Spouts  and  Down-Spouts 

4 

— 

4 

Urinals  Defective 

2 

— 

2 

Water  Supply 

— 

— 

Offensive  Accumulations 

17 

— 

17 

Animals  improperly  kept 

— 

— 

— 

Pigsties 

1 

— 

1 

Smoke  Nuisance  ... 

2 

— 

2 

Overcrowding 

— 

— 

— 

Foul  Condition  of  Houses 

— 

— 

— 

Tota  Is 

80 

Nil 

80 

During  the  year  progress  was  made  with  the  Upper  Wood 
Water  Supply  Scheme.  This  scheme  will  permit  of  the 
development  of  a large  part  of  this  district. 

The  weekly  system  of  scavenging  is  carried  out  to  the 
Medical  Officer’s  satisfaction.  During  the  dry  season  the 
streets  were  watered  with  disinfectants. 
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Dr.  Harvey  writes: — “There  has  been  considerable 
improvement  in  the  sanitary  condition  of  your  district, 
privies  having  been  converted  into  water  closets,  and  general 
improvements  effected.  The  Thermal  Springs  are  attracting 
invalids  from  all  parts  of  the  country,  and  I feel  sure  that 
when  your  Pump  Room  and  Pavilion  are  open  Matlock  Bath 
as  a health  resort  will  be  second  to  none  in  the  kingdom.” 

Further  Sanitary  Requirements . 

(i.)  A sewage  disposal  scheme. 

(ii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


NEWBOLD  AND  DUNSTON. 

Medical  Officer  of  Health,  C.  A.  PALMER,  m.r.c.s. 

* 

Area  in  Acres,  2,803.  Estimated  Population,  6,100. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

17-37  37-38  2-13  157 

SANITARY  INSPECTOR— W.  GUOSSOP. 

Informal  Notices  Legal  Notices 


Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

— 

— 

— 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

3 

— 

3 

Defective  Traps,  Inlets,  & Drains 

28 

2 

52 

Drains  Obstructed 

8 

1 

9 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

11 

11 

19 

Insufficient  Closet  Accommodation 

1 

— 

1 

Conversion  of  Privies  into  W.C.’s 

3 

1 

o 

Defective  Water  Closets... 

2 

— 

i 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

3 

— 

3 

Eaves-Spouts  and  Down-Spouts 

— 

— 

— — 

Urinals  Defective  ...  ... 

2 

- — 

o 

Li 

Water  Supply 

— 

- — - 

— 

Offensive  Accumulations 

6 

4 

10 

Animals  improperly  kept 

1 

— 

1 

Pigsties 

3 

— 

3 

Smoke  Nuisance  ... 

— 

— 

— - 

Overcrowding 

— 

— 

— - 

Foul  Condition  of  Houses 

12 

— 

11 

Totals 

83 

19 

121 

School  teachers  notified  of  all  cases  of  Infectious  Disease.  20  houses 
fumigated  during  the  year. 
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Five  cases  of  Enteric  Fever  were  reported  in  three  houses 
in  Brockwell  Terrace.  A sixth  case  occurred  at  a farm- 
house. The  cows  were  removed  and  milked  by  people  who 
had  not  been  in  contact  with  them.  Both  outbreaks  are 
attributed  to  defective  drainage. 

During  the  year  three  privy-middens  were  converted  to 
water  closets,  but  the  water-carriage  system  of  excrement 
removal  cannot  be  generally  adopted  until  there  is  a more 
ample  water  supply. 

During  the  year  a sewage  filter  was  constructed  58  feet  in 
diameter. 

Further  Sanitary  Requirements. 

(i.)  An  increased  water  supply  so  as  to  permit  of  the 
conversion  of  such  privies  as  are  nuisances  to 
the  water-carriage  system. 

(ii.)  The  construction  of  another  biological  filter  at  the 
Sewage  Outfall  Works. 

(iii.)  The  enforcement  of  the  Dairies,  Cowsheds  and 
Milkshops  Orders. 


NEW  MILLS. 

Medical  Officer  of  Health,  J,  E.  ANDERTON,  m.r.c.s. 

Area  in  Acres,  5,204.  Estimated  Population,  8,000. 

Crude  Death  Rate,  Birth  Bate,  Zymotic  Death  Rate,  Infantile  Mortality, 

13*37  24-75  ‘ 100  126 


SANITARY  INSPECTOR— W.  C.  SHEARD. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Dwelling  Houses — Sanitary  Inspector.  Local  Authority.  Abated. 

Repaired  ...  ...  ...  ...  — — — 

Unfit  for  Habitation  ...  ...  — — — 


Drainage — 

No  Disconnection  of  Waste  Pipe  8 
Defective  Traps,  Inlets,  & Drains  6 
Drains  Obstructed  ...  ...  7 


8 

6 

7 


Closets  and  Ashpits 

Insanitary  Privies  and  Ashpits...  40  — 

Insufficient  Closet  Accommodation  14  — 

Conversion  of  Privies  into  W.C.’s  34  30 

Defective  Water  Closets...  ...  3 — 

Other  Dejects — 

Surfaces  of  Courts  and  Yards  ...  — — 

Eaves-Spouts  and  Down-Spouts  — 

Urinals  Defective  ...  ...  — — 

Water  Supply  ...  ...  ...  — — 

Offensive  Accumulations  ...  3 

Animals  improperly  kept  ...  — — 

Pigsties  ...  ...  ...  ...  — — 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding  ...  ...  ...  — — 

Foul  Condition  of  Houses  ...  — — 


Totals  ...  115  30 


40 

14 

34 

3 


115 
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Dr.  Anclerton  thinks  that  the  improvement  in  the  sani- 
tary conditions  of  the  district  is  beginning  to  tell  upon  the 
health  of  the  inhabitants.  The  better  drainage,  the 
reduction  of  the  size  of  the  ashpits,  the  conversion  of  the 
more  objectionable  privy-middens  to  water  closets,  is  slowly 
telling  its  tale,  but  there  still  remains  much  to  be  done. 

It  is  satisfactory  to  read  at  last  that  the  District  Council 
is  taking  over  the  public  water  supply.  The  matter  has  been 
a difficult  one,  and  the  members  of  the  Council  are  to  be  con- 
gratulated upon  having  brought  negotiations  to  a satisfac- 
tory conclusion.  When  the  water  supply  is  taken  over  by 
the  District  Council,  as  they  have  completed  the  scheme  of 
sewerage  and  sewage  disposal,  to  crown  their  efforts  the 
privies  in  the  district  should  be  converted  to  water  closets. 
Then,  and  not  till  then,  will  the  ratepayers  obtain  the  full 
benefit  of  the  money  they  have  expended. 

Further  Sanitary  Requirements. 

(i.)  The  improvement  of  the  water  supply. 

(ii.)  The  conversion  of  privy-middens  to  water  closets, 
(iii.)  Public  scavenging. 


NORTH  DARLEY. 

Medical  Officer  of  Health,  W.  MOXON,  m.d. 

Area  in  Acres,  5,142.  Estimated  Population,  8,030. 

Crude  Death  Eate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

12-54  24-75  ” -66  146 

SANITARY  INSPECTOR— E.  F.  LOWE. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Divelling  Houses — Sanitary  Inspector.  Local  Authority.  Abated. 


Repaired  ... 

— 

— 

— 

Unfit  for  Habitation 

— 

— 



Drainage — 

No  Disconnection  of  Waste  Pipe 

— 

— 

— 

Defective  Traps,  Inlets,  & Drains 

17 

— 

17 

Drains  Obstructed 

5 

— 

5 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

70 

4 

70 

Insufficient  Closet  Accommodation 

— 

— 

— 

Conversion  of  Privies  into  W.C.’s 

4 

— 

4 

Defective  Water  Closets... 

2 

— 

2 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ... 

— 

— 

— 

Eaves-Spouts  and  Down-Spouts 

— 

— 

— 

Urinals  Defective 

— 

— 

— 

Water  Supply 

8 

— 

8 

Offensive  Accumulations 

3 

— 

3 

Animals  improperly  kept 

— 

— 

— 

Pigsties  

— 

— 

— 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding  

2 

— 

2 

Foul  Condition  of  Houses 

— 

— 

— 

Totals  ...  Ill  — 111 
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The  District  Council  have  made  arrangements  for  the  pro- 
vision of  11  tips  where  house  refuse  can  be  deposited.  This 
is  a sufficiently  good  system  for  a purelv  rural  district,  but 
in  a health  resort  like  North  Darley  the  work  of  scaveng- 
ing should  be  carried  out  at  night  by  servants  of  the  District 
Council.  The  District  Council  certainly  ought  to  give  heed 
to  their  Medical  Officer’s  words  on  this  subject. 

No  scheme  of  sewerage  or  sewage  disposal  has  yet  been 
taken  in  hand,  but  the  District  Council  will  have  to  tackle 
this  question  before  long. 

The  public  water  supply  of  the  district  is  being  connected 
to  an  increasing  number  of  houses  each  year. 

Further  Sanitary  Requirements . 

(i.)  A sewerage  and  sewage  disposal  scheme  for  Over 
Hackney  and  Hackney  Lane. 

(ii.)  Public  scavenging  for  the  more  urban  parts  of  the 
district. 

(iii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


RIPLEY. 


Medical  Officer  of  Health,  E.  G-AYLOP,  l.r.c.p.e. 
Area  in  Acres,  2,815.  Estimated  Population,  10,500. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

18-71  82  09  1 1-42  127 

SANITARY  INSPECTOR— G.  W.  BIRD,*  S.I.Cert. 


Dwelling  Houses — 

Repaired  ... 

Unfit  for  Habitation 
Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 
Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 
Insufficient  Closet  Accommodation 
Conversion  of  Privies  into  W.C.’s 
Defective  Water  Closets... 


Informal  Notices 
Served  by 
Sanitary  Inspector, 
o 


5 


Legal  Notices 
Served  by 
Local  Authority. 


12 

27 


40 


Nuisances 

Abated. 

2 


12 

27 


34 

2 

5 


Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — 

Eaves-Spout-s  and  Down-Spouts 
Urinals  Defective  ...  ...  — 

Water  Supply  ...  ...  ...  — 

Offensive  Accumulations  ...  10 

Animals  improperly  kept  ...  — 

Pigsties  ...  ...  ...  ...  3 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding 

Foul  Condition  of  Houses  ...  1 


7 

3 

4 

8 


7 

3 

3 

8 

10 

3 


Totals  ...  23  108  118 

All  infected  houses  will  in  future  be  disinfected  by  Council.  Regular 
inspections  of  meat  and  other  foods  exposed  for  sale.  Monthly  inspection 
of  water  taps. 

* From  25th  March  (appointment  of  new  Inspector)  to  December  31st, 
1905. 
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Dr.  Gaylor  spoke  of  the  satisfactory  scavenging  of  this 
district,  and  when  the  sewage  disposal  schemes  are  more 
efficient  he  hoped  that  the  District  Council  would  adopt  the 
water-carriage  system  of  excrement  removal. 

A large  amount  of  routine  sanitary  work  was  effected 
during  the  year,  and  the  Medical  Officer  of  Health  spoke 
with  confidence  of  the  competency  of  the  new  Sanitary 
Inspector. 

During  the  year  two  privies  were  converted  to  waterclosets. 

Further  Sanitary  Requirements. 

The  most  urgent  sanitary  requirement  of  this  district 
is  the  construction  of  tanks  and  sewage  filters  on 
the  Northern  Sewage  Farm,  and  the  carrying  out 
of  a scheme  of  sewage  disposal  for  Waingroves. 


SOUTH  DARLEY. 

Medical  Officer  of  Health,  J.  L,  FLETCHER,  m.b. 

Area  in  Acres,  2,008.  Estimated  Population,  810. 

Crude  Death  Eate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14-81  25-92  2-46  95 

SANITARY  INSPECTOR — W.  WALKER. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dtvelling  Houses — 


Repaired  ... 

— 



Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

3 





Defective  Traps,  Inlets,  & Drains 

20 



Drains  Obstructed 

10 

— 

— 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits... 

15 

— 



Insufficient  Closet  Accommodation 

— 



Conversion  of  Privies  into  W.C.’s 

— 



Defective  Water  Closets... 

— 

— 

— 

Other  Defects — 

Surfaces  of  Courts  and  Yards  . 

— 





Eaves-Spouts  and  Down-Spouts 

— 

— 



Urinals  Defective 



. 



Water  Supply 

— 

— 



Offensive  Accumulations 

4 

— 

— 

Animals  improperly  kept 

1 

— 

— 

Pigsties 

— 

— 

— 

Smoke  Nuisance  . 







Overcrowding 

— 





Foul  Condition  of  Houses 

— 

. — 

— 

Totals 

53 

Nil 

53 

Infected  houses  disinfected  with  Formalin.  Drains  and  privies  with 
Carbolic  liquid  and  powder. 
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The  chief  requirement  of  this  district  is  the  carrying  out 
of  a public  water  supply.  For  the  present  conditions  to  have 
been  allowed  to  continue  for  so  long  a time  is  a.  disgrace  to 
the  system  of  sanitary  administration  in  this  country. 

Further  Sanitary  Requirements . 

(i.)  The  carrying  out  of  a scheme  of  water  supply. 

(ii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


SWADLINCOTE. 


Medical  Officer  of  Health,  J.  HAMILTON,  m.d. 

Area  in  Acres,  8,670.  Estimated  Population,  19,450. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

11*10  84-84  *56  112 


SANITARY  INSPECTOR— J.  HARVEY. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired  ...  ...  ...  ...  — — 13 

Unfit  for  Habitation  ...  ...  — — 


Drainage — 

No  Disconnection  of  Waste  Pipe  — 
Defective  Traps,  Inlets,  & Drains  2 

Drains  Obstructed  ...  ...  3 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits...  5 
Insufficient  Closet  Accommodation  9 
Conversion  of  Privies  into  W.C.’s  9 

Defective  Water  Closets...  ...  1 


6 

13 


4 7 

7 35 

7 64 

2 


Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — 

Eaves-Spouts  and  Down-Spouts  — 
Urinals  Defective  ...  ...  3 

Water  Supply  ...  ...  ...  — 

Offensive  Accumulations  ...  — 

Animals  improperly  kept  ...  — 

Pigsties  ...  ...  ...  ...  — 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding 

Foul  Condition  of  Houses  ...  1 


4 


2 

2 


Totals  ...  34 


20  148 


Infectious  cases  visited  and  houses  disinfected  by  Inspector.  Regular 
inspection  of  meat,  fish,  fruit,  etc.,  exposed  for  sale.  No  canal  boats. 


Dr.  Hamilton  states  that  the  system  of  scavenging  and  the 
sewerage  system  worked  satisfactorily  during  the  year. 
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There  were  not,  however,  a large  number  of  privies  converted 
to  water  closets.  The  Table  shows  the  large  amount  of 
routine  work  done  in  the  Sanitary  Inspector’s  Department 
during  the  year. 

Further  Sanitary  Requirements . 

(i.)  The  conversion  of  privy-middens  to  water  closets. 

(ii.)  The  provision  of  an  Isolation  Hospital  for  other 
diseases  than  Small-pox. 


WHITTINGTON. 


Medical  Officer  of  Health,  A.  M.  PALMER,  m.r.c.s. 
Area  in  Acres,  1,581.  Estimated  Population,  9,870. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality 

15*90  35-26  * 2-43  166 


SANITARY  INSPECTOR— J.  KIRK. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Divelling  Houses — 


Repaired  ... 

Unfit  for  Habitation 

Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 
Insufficient  Closet  Accommodation 
Conversion  of  Privies  into  W.C.’s 
Defective  Water  Closets... 


— 

25 

25 

5 

50 

55 

7 

23 

30 

_ __ 

29 

29 

Other  Defects — 

Surfaces  of  Courts  and  Yards 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective... 

Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 
Pigsties 

Smoke  Nuisance  ... 

Overcrowding 

Foul  Condition  of  Houses 


3 

1 

7 

1 


25  25 

5 8 

— 1 

5 12 


3 4 


2 

2 


2 

2 


Totals  ...  24  169  193 

Disinfectants  supplied  by  Sanitary  Authority.  Frequent  inspections 
are  made.  Printed  cards  of  instructions  are  supplied. 

Two  cases  of  Small-pox  occurred  in  this  district,  but  no 
deaths  took  place  from  the  disease. 

The  Medical  Officer  writes  that  the  Sewage  Farm  is  now 
in  better  working  order,  and  that  another  filter  is  in  course 
of  construction. 

6 
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The  scavenging  of  the  district  is  done  under  contract. 
Twenty-five  back-yards  have  been  flagged  or  asphalted  during 
the  year. 

No  mention  is  made  of  any  privy-middens  having  been 
converted  to  water  closets. 

Further  Sanitary  Requirements . 

(i.)  The  abatement  of  privy-midden  nuisances. 

(ii.)  The  paving  of  back-yards. 

(iii.)  The  metalling  and  taking  over  of  streets. 

(iv.)  The  removal  of  all  “ sumps  ” on  drains,  and  the 
substitution  of  earthenware  gullies  for  defective 
D and  other  iron  traps. 


WIRKSWORTH. 


Medical  Officer  of  Health,  A.  E.  BROSTER,  m.r.c.s. 


Area  in  Acres,  8,027.  Estimated  Population,  3,850. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

11-48  24-93  -25  104 

SANITARY  INSPECTOR— F.  E.  WINTLE,  Assoc.M.Inst.C.E. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 


Dwelling  Houses — 

Repaired  ... 

Unfit  for  Habitation 

Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 


5 

— 

3 

1 

— 

— 

10 

_ 

19 

31 

— 

31 

16 

— 

16 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  6 

Insufficient  Closet  Accommodation  2 
Conversion  of  Privies  into  W.C.’s  3 
Defective  Water  Closets  ...  ...  2 


6 

2 

3 

2 


Other  Defects — 


Surfaces  of  Courts  and  Yards 

3 

— 

3 

Eaves-Spouts  and  Down-Spouts 

32 

— 

30 

Urinals  Defective... 

1 

— 

1 

Water  Supply 

— 

— 

— 

Offensive  Accumulations 

127 

— 

127 

Animals  improperly  kept 

— 

— 

Pigsties 

1 

— 

1 

Smoke  Nuisance  ... 

— 

— - 

— 

Overcrowding 

6 

— 

6 

Foul  Condition  of  Houses 

3 

1 

2 

Totals  . . . 

258 

1 

252 

Infected  houses  and  bedding  disinfected.  Disinfectants  supplied  free- 
Weekly  inspection  of  markets.  12  lbs.  souse  seized,  from  which  a 
number  of  people  had  been  poisoned. 
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Only  one  case  of  Enteric  Fever  was  notified,  and  this  was 
immediately  removed  to  the  Belper  Isolation  Hospital. 

In  March  of  the  year  under  review  1 1 people  were  suddenly 
taken  ill  after  eating  brawn  purchased  from  one  shop,  and 
after  examination  it  was  found  that  the  brawn  had  been 
contaminated  by  organisms  of  excretal  origin,  but  how  they 
got  there  the  officials  were  unable  to'  discover.  The 
remainder  of  the  brawn  was  destroved. 

•j 

Dr.  Broster  again  strongly  urges  on  the  District  Council 
the  importance  of  their  undertaking  the  work  of  scavenging, 
and  points  out  that  “ it  could  be  done  for  a twopenny  rate.” 
If  this  were  done  a large  amount  of  valuable  time  of 
the  Inspector  spent  in  looking  after  the  abatement  of 
nuisances  from  the  accumulation  of  house  refuse  would  be 
saved,  and  sickness  would  be  prevented. 

The  urgent  necessity  of  an  increased  supply  of  water  is 
receiving  the  Council's  consideration.  All  possible  springs 
from  which  the  present  supply  might  be  supplemented  have 
been  investigated,  and  certain  springs  have  been  selected, 
but  owing  to  unforeseen  circumstances  the  matter  is  still  in 
abeyance. 

During  the  year  three  privies  were  converted  into  water 
closets. 

Further  Sanitary  Requirements . 

(i.)  An  additional  water  supply. 

(ii.)  A sewerage  and  sewage  disposal  scheme. 

(iii.)  Public  scavenging. 
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RURAL  SANITARY  DISTRICTS. 


ASHBOURNE. 

Medical  Officer  of  Health,  J.  HOOLF,  m.d. 

Area  in  Acres,  70,380.  Estimated  Population,  10,520. 

'Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14-83  23-00  -28  90 


SANITARY  INSPECTOR— J.  H.  WHEELDON,  S.I.Cert. 


Dwelling  Houses- 


Informal  Notices 
Served  by 
Sanitary  Inspector. 


Legal  Notices 

Served  by  Nuisances 
Local  Authority.  Abated. 


Repaired  ... 

8 

— 

8 

Unfit  for  Habitation 

— 

— 

2 

Drainage — 

No  Disconnection  of  Waste  Pipe 

22 

3 

25 

Defective  Traps,  Inlets,  & Drains 

21 

12 

37 

Drains  Obstructed 

— 

— 

— 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

11 

3 

18 

Insufficient  Closet  Accommodation 

— 

— 

— 

Conversion  of  Privies  into  W.C.’s 

— 

— 

— 

Defective  Water  Closets... 

— 

— 

— 

Other  Defects — 

Surfaces  of  Courts  and  Yards 

1 

2 

3 

Eaves-Spouts  and  Down-Spouts 

3 

3 

4 

Urinals  Defective... 

— 

— 

— 

Water  Supply 

9 

2 

12 

Offensive  Accumulations 

6 

6 

12 

Animals  improperly  kept 

— 

— 

— 

Pigsties 

6 

2 

8 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding 

1 

1 

2 

Foul  Condition  of  Houses 

— 

1 

1 

Totals  . . . 

88 

35 

132 

Disinfectants  supplied,  premises  disinfected  with  Sulphur  or  Formalin. 


During  the  year  the  schools  at  Brassington  and  Longford 
were  closed  on  account  of  the  prevalence  of  Scarlet  Fever, 
of  which  53  cases  were  notified.  Two  of  these  cases  proved 
fatal ; the  remainder  was  of  a mild  type. 

Fourteen  cases  of  Diphtheria  were  notified,  causing  the 
closure  of  the  schools  at  Atlow  in  June,  and  Longford  in 
July,  September,  and  October. 

All  infected  houses,  schools,  etc.,  were  disinfected  under 
the  supervision  of  the  Sanitary  Inspector. 

The  question  of  a fresh  supply  of  water  to  the  village  of 
Mappleton  is  receiving  attention.  The  long  drought  in  the 
autumn  was  felt  in  the  Northern  portion  of  the  district, 
some  of  the  pumps  failing  to  furnish  a sufficient  supply. 
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A scheme  of  purifying  the  sewage  of  Hartington  is  under 
consideration. 

Further  Sanitary  Requirements . 

(i.)  Dr.  Hoole  states  that  the  great  need  of  his  district 
is  the  provision  of  an  Isolation  Hospital. 

(ii.)  A system  of  scavenging  is  also  required  for  some 
of  the  more  populous  villages. 


BAKEWELL  (SOUTH). 

Medical  Officer  of  Health,  J.  KNOX,  m.d. 

Area  in  Acres,  34,003.  Estimated  Population,  7,830. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 


15-83  28-60 

1-78 

89 

SANITARY  INSPECTOR- 

-S.  DAWSON,  S.I.Cert. 

Informal  Notices 

Legal  Notices 

Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

36 

— 

36 

Unfit  for  Habitation 

— 

— 

3 

Drainage — 

No  Disconnection  of  Waste  Pipe 

22 

— 

22 

Defective  Traps,  Inlets,  & Drains 

55 

— 

320 

Drains  Obstructed 

68 

— 

82 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

252 

3 

252 

Insufficient  Closet  Accommodation 

— 

— 

— 

Conversion  of  Privies  into  W.C.’s 

6 

2 

17 

Defective  Water  Closets... 

1 

— 

1 

Other  Defects — 

Surfaces  of  Courts  and  Yards 

3 

— 

3 

Eaves-Spouts  and  Down-Spouts 

28 

— 

57 

Urinals  Defective... 

4 

— 

8 

Water  Supply 

10 

9 

Aj 

10 

Offensive  Accumulations 

33 

— 

42 

Animals  improperly  kept 

2 

— 

2 

Pigsties 

6 

— 

6 

Smoke  Nuisance  . 

— 

— 

— 

Overcrowding 

4 

1 

4 

Foul  Condition  of  Houses 

6 

— 

10 

Totals  . . . 

500 

8 

836 

Dr.  Knox  again  calls  attention  to  the  unsatisfactory  water 
supply  at  Elton  and  Earl  Sternclale,  and  also  recommends  that 
a sewerage  scheme  for  Ashford  and  Elton  be  considered. 

During  the  year  624  yards  of  new  sewers  have  been  made, 
135  yards  of  sewers  have  been  cleansed,  and  45  new  gullies 
have  been  provided. 
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Seventeen  privies  and  pail-closets  were  converted  to  water 
closets  during  the  year. 

Further  Sanitary  Requirements . 

(i.)  The  improvement  of  the  water  supply  of  Elton  and 
Earl  Sterndale. 

(ii.)  Schemes  of  sewerage  for  Ashford,  etc. 

(iii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 


BAKEWELL  (NORTH). 

Medical  Officer  of  Health,  P.  S.  FENTEM,  m.d. 

Areas  in  Acres,  50,273.  Estimated  Population,  10,990. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

1547  23-93  -45  125 

SANITARY  INSPECTOR— T.  HAWLEY,  S.I.Cert. 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired  ...  ...  ...  ...  — — — 

Unfit  for  Habitation  ...  ...  — — - — 


Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 


63 

3 

60 

27 

6 

24 

14 

— 

14 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  35 

Insufficient  Closet  Accommodation  1 1 


Conversion  of  Privies  into  W.C.’s  15 
Defective  Water  Closets...  ...  2 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — 

Eaves-Spouts  and  Down-Spouts  11 
Urinals  Defective...  ...  ...  4 

Water  Supply  ...  ...  ...  — 

Offensive  Accumulations  ...  9 

Animals  improperly  kept  ...  — 

Pigsties  ...  ...  ...  ...  3 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding  ...  ...  ...  2 

Foul  Condition  of  Houses  ...  — 


35 

11 

2 


10 

4 

9 

3 

2 


Totals 


...  196 


9 174 


All  infectious  cases  visited,  disinfectants  supplied,  and  premises 
disinfected. 
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Dr.  Fentem  writes  that  the  chief  occupations  of  the 
inhabitants  of  his  district  are  the  manufacture  of  cotton 
in  such  places  as  Calver,  Litton,  and  Cressbrook ; silk  weaving, 
boot  and  shoe  manufacturing  in  factories,  lime-burning, 
quarrying,  and  a little  mining  for  lead-ore,  spar  and  ochre. 

The  Medical  Officer  draws  the  attention  of  the  District 
Council  to  the  desirability  for  sewerage  and  sewage  disposal 
schemes  being  carried  out  for  the  Parishes  of  Eyam,  Bradwell, 
Calver  and  Great  Longstone,  the  most  urgent  being  Eyam 
on  account  of  the  sewage  becoming  a nuisance  to  the 
inhabitants  of  Stoney  Middleton,  who  have  themselves  carried 
out  a sewerage  scheme. 

Urban  powers  with  regard  to  scavenging  have  been  conferred 
on  Bradwell,  Calver,  Hathersage,  and  Eyam,  and  at  the  first 
three  places  public  scavenging  is  carried  out  successfully ; but 
at  Eyam  it  is  not  reported  to  be  carried  out  so  well.  Similar 
powers  should  be  obtained  for  all  the  townships,  so  that  they 
could  be  dealt  with  either  singly  or  in  groups  as  seems  best. 
Dr.  Fentem  again  urges  upon  the  Council  the  advisability 
of  each  house  or  cottage  being  provided  with  a galvanized-iron 
covered  bin,  and  to  hold  not  more  than  a week’s  refuse. 
Four  advantages  would  accrue  therefrom  : — 

(i.)  Uniformity  of  type  of  receptacle. 

(ii.)  Frequent  emptying. 

(iii.)  The  surroundings  would  be  kept  clean,  tidy,  and 
more  healthful. 

(iv.)  Facility  in  removing  the  refuse. 

Dr.  Fentem  states: — “The  Haddon  Joint  Hospital  Com- 
mittee have  made  temporary  arrangements  with  the  Trustees 
of  the  Whitworth  Hospital,  Darley  Dale,  for  the  provision  of 
six  beds  for  infectious  disease.  These  six  beds  are  absolutely 
inadequate  even  for  the  Bakewell  North  District  alone,  and 
it  is  lamentable  that  seven  years’  efforts  to  provide  a suitable 
hospital  have  resulted  in  nothing  more  than  the  above.” 

Further  Sanitary  Requirements . 

(i.)  Water  and  Sewerage  Schemes  as  specified  by  Dr. 
Fentem  and  referred  to  above. 

(ii.)  The  provision  of  an  Isolation  Hospital  in  con- 
junction with  the  other  Authorities  within  the 
Haddon  Hospital  District. 
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BASFORD. 


Medical  Officer  of  Health,  G.  B.  WRAY,  M.n.c.s. 

Area  in  Acres,  3,569.  Estimated  Population,  1,520. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

22-37  28-29  3-28  46 


SANITARY  INSPECTOR— S.  MAYLAN,  Assoc.  M.Inst.C.E. 


Informal  Notices  Legal  Notices 
Served  by  Served  by 

Dwelling  Houses — Sanitary  Inspector.  Local  Authority 

Repaired  ...  ...  ...  ...  — — 

Unfit  for  Habitation  ...  ...  — — - 

Drainage — 

No  Disconnection  of  Waste  Pipe  — — 

Defective  Traps,  Inlets,  & Drains  — — 

Drains  Obstructed  ...  ...  — — 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  3 — 

Insufficient  Closet  Accommodation  — — 

Conversion  of  Privies  into  W.C.’s  — — 

Defective  Water  Closets...  ...  — — 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — — 

Eaves-Spouts  and  Down-Spouts  — — 

Urinals  Defective...  ...  ...  — — 

Water  Supply  ...  ...  ...  — — 

Offensive  Accumulations  ...  4 — 

Animals  improperly  kept  ...  — — 

Pigsties  3 — 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding  ...  ...  ...  — — 

Foul  Condition  of  Houses  ...  — — 


Nuisances 

Abated. 


3 


4 

3 


Totals  ...  10  Nil  10 

Cases  of  infectious  disease  visited,  isolated,  and  premises  disinfected. 


The  scavenging  of  this  District  is  done  privately  by  the 
Colliery  Proprietors,  and  is  carried  out  to  Dr.  Wray’s  satis- 
faction. The  tub-closets  which  predominate  in  the  District 
are  cleaned  out  weekly,  and  the  refuse  deposited  on  the  land. 

The  sewerage  of  Codnor  Park  is  still  unsatisfactory,  but  to 
make  it  right  would  be  a most  difficult  and  expensive  engineer- 
ing work.  A small  scheme  for  sewering  Shipley  Common  has 
been  prepared  by  the  Inspector,  but  is  at  present  postponed. 
The  rest  of  Shipley  is  sewered  to  three  small  outfalls,  where 
the  sewage,  after  sedimentation  in  a tank,  is  screened  and 
filtered  through  coal,  and  turns  out  a good  effluent. 

The  water  supply  at  Codnor  Park  is  good.  This  place  and 
Shipley  have  a statutory  right  to  demand  water  from  the 
Ilkeston  and  Heanor  Joint  Scheme. 

Further  Sanitary  Requirements . 

The  completion  of  the  Sewerage  Scheme  for  Shipley 
Common. 
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BELPER. 

Medical  Officer  of  Health,  E.  GAYLOR,  l.r.c.p.e. 
Area  in  Acres,  50,357.  Estimated  Population,  23,200. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality. 


12-33  25-30 

1-50 

92 

SANITARY  INSPECTOR— 

WM.  BOULD,  S. I. Cert. 

Informal  Notices 

Legal  Notices 

Served  by 

Served  by 

Nuisances 

Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — 

Repaired  ... 

3 

- — ■ 

3 

Unfit  for  Habitation 

— 

— 

1 

Drainage — 

No  Disconnection  of  Waste  Pipe 

5 

1 

30 

Defective  Traps,  Inlets,  & Drains 

16 

13 

291 

Drains  Obstructed 

8 

— 

21 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

9 

— 

23 

Insufficient  Closet  Accommodation 

2 

i 

JL 

8 

Conversion  of  Privies  into  W.C.’s 

4 

1 

23 

Defective  Water  Closets... 

— 

■ — - 

— 

Other  Defects — 

Surfaces  of  Courts  and  Yards 

— 

— 

6 

Eaves -Spouts  and  Down-Spouts 

— 

— 

2 

Urinals  Defective... 

— 

— 

1 

Water  Supply 

4 

17 

69 

Offensive  Accumulations 

22 

4 

72 

Animals  improperly  kept 

4 

3 

7 

Pigsties  

— 

- — - 

— 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding 

1 

2 

3 

Foul  Condition  of  Houses 

4 

— 

7 

Totals 

79 

42 

561 

Infected  houses  and  clothes  disinfected,  bedding  destroyed  after 
small-pox.  16  schools  disinfected.  1 carcase  of  beef,  1 cow’s  liver, 
57  lbs.  of  apples  and  60  lbs.  of  beef  seized  and  destroyed  as  unsound 
food. 

Nine  cases  of  Small-pox  occurred  in  this  district  during  the 
year,  but  none  of  them  proved  fatal.  Eighty-seven  cases  of 
Scarlet  Fever  resulted  in  one  death — a,t  Kirk  Langley,  where 
an  epidemic  of  the  disease  existed  during  the  greater  part  of 
the  year. 

Public  scavenging  takes  place  in  the  Parishes  of  Duffield, 
Milford,  Darley  Abbey,  Kilbourne,  South  Wingfield,  and 
partially  at  Quarndon,  and  the  system  should  be  adopted  at 
Dethick,  Lea  and  Holloway,  and  other  parishes. 

The  question  of  the  measures  to  be  taken  for  the  public 
water  supply  for  Smalley,  Horsley,  Horsley  Woodhouse, 
Denby  Parish  and  Kilbourne  has  received  the  attention  of 
the  Council.  Mackworth  requires  water,  and  as  it  is  within 
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the  water  limits  of  the  Borough  of  Derby  it  will  have  to 
obtain  it  from  their  mains. 

During  the  year  21  privies  were  converted  to  water  closets, 
and  2 privies  to  pail-closets. 

Further  Sanitary  Requirements . 

(i.)  The  carrying  out  of  the  water  scheme  above 
referred  to. 

(ii.)  The  completion  of  the  Duffield  Sewage  Works. 

(iii.)  Public  scavenging  in  the  more  populous  parishes, 
(iv.)  The  water  schemes  mentioned  above. 


BLACKWELL. 

Medical  Officer  of  Health,  J.  O.  LITTLEWOOD,  m.r.c.s. 
Area  in  Acres,  21,237.  Estimated  Population,  35,670. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

12-50  37-12  1-93  141 

SANITARY  INSPECTOR— WILLIAM  HILL. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 


Repaired  ... 

- — - 

— 

22 

Unfit  for  Habitation 

— 

— 

13 

Drainage — 

No  Disconnection  of  Waste  Pipe 

2 

— 

2 

Defective  Traps,  Inlets,  & Drains 

36 

10 

46 

Drains  Obstructed 

80 

32 

110 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

83 

36 

119 

Insufficient  Closet  Accommodation 

— 

9 

7 

Conversion  of  Privies  into  W.C.’s 

— 

— 

— 

Defective  Water  Closets... 

4 

— 

4 

Other  Defects — 

Surfaces  of  Courts  and  Yards 

32 

16 

37 

Eaves-Spouts  and  Down-Spouts 

16 

4 

16 

Urinals  Defective... 

3 

— 

3 

Water  Supply 

5 

9 

13 

Offensive  Accumulations 

78 

32 

110 

Animals  improperly  kept 

17 

— 

14 

Pigsties 

19 

3 

17 

Smoke  Nuisance  ... 

O 

O 

2 

3 

Overcrowding 

— . 

7 

7 

Foul  Condition  of  Houses 

— 

9 

9 

Totals  . . . 

378 

169 

517 

535  articles  of  clothing  and  bedding  disinfected  with  steam. 
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Fifty  cases  of  Enteric  Fever  were  notified  during  the  year, 
of  which  only  two  proved  fatal.  Twenty-three  of  the  cases 
were  removed  to  the  Isolation  Hospitals,  and  the  remainder 
were  isolated  at  their  homes.  Air-tight  pails  were  provided 
for  the  removal  of  the  excreta,  and  disinfectants  left  at  each 
house. 

Nineteen  cases  of  Diphtheria  were  notified.  In  this  con- 
nection Dr.  Littlewood  condemns  the  habit  in  some  of  the 
elementary  schools  of  the  pencils  being  collected  and  dis- 
tributed indiscriminately  at  least  twice  a day,  a practice 
which  is  very  liable  to  spread  the  disease  from  one  child 
to  another. 

The  total  number  of  deaths  from  Summer  Diarrhoea  was 
34,  and  31  of  these  took  place  in  children  under  1 year  of 
age.  This  large  mortality  is  almost  entirely  confined  to  the 
children  of  colliers.  The  pollution  of  milk  and  other  foods 
by  means  of  contaminated  dust  is  probably  the  direct  cause 
of  this  disease.  The  importance,  therefore,  of  doing  away 
with  the  privies,  and  keeping  the  backyards  clean  and  well 
watered  in  the  summer  cannot  possibly  be  over-estimated. 

It  is  satisfactory  to  read  that  only  16  per  cent,  of  the 
population  in  this  Rural  District  is  without  public  scavenging. 
The  contracts  for  this  work  come  to  about  <£1,680  per  annum, 
and  the  rate  per  house  per  annum  varies  from  4s.  3d.  at 
South  Normanton,  and  5s.  9d.  at  Pinxton,  to  nearly  10s.  at 
Tibshelf. 

Dr.  Littlewood’s  Report  contains  complete  details  with 
regard  to  the  water  supply  and  sewage  of  each  parish,  which 
it  is  impossible  to  summarize.  The  water  supply  varies  from 
8-§  to1  12  gallons  per  head.  During  the  year  535  articles  were 
disinfected  by  steam.  153  workshops  are  registered,  and 
151  cowsheds  and  milkshops. 

Further  Sanitary  Requirements . 

(i.)  The  completion  of  the  Sewage  Disposal  Schemes  for 
Shirebrook,  Primrose  Hill  and  Mount  Pleasant,  South  Nor- 
manton, Tibshelf,  and  Pleasley. 

(ii.)  The  arrangements  whereby  this  District  Council  can 
take  advantage  of  its  powers  under  the  Derwent  Valley  Water 
Act  require  consideration. 
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CHAPE  L=*EN  = LE  = FRITH. 

Medical  Officer  of  Health,  C.  J.  BENNET,  m.r.c.s. 

Area  in  Acres,  78,723.  Estimated  Population,  14,560. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

13-60  27-13  -20  91 

SANITARY  INSPECTOR— J.  GODDARD,  S.  I.  Cert. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Dwelling  Houses — Sanitary  Inspector.  Local  Authority.  Abated. 


Repaired  ...  ...  ...  ...  — — — 

Unfit  for  Habitation  ...  ...  — — — 

Drainage — 

No  Disconnection  of  Waste  Pipe  45  — 14 

Defective  Traps,  Inlets,  & Drains  — — — 

Drains  Obstructed  ...  ...  - — — 6 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  45  — 4 

Insufficient  Closet  Accommodation  - — — — 

Conversion  of  Privies  into  W.C.’s  — — 5 

Defective  Water  Closets...  ...  — — — 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — — 4 

Eaves-Spouts  and  Down-Spouts  — — 2 

Urinals  Defective...  ...  ...  — • — — 

Water  Supply  ...  ...  ...  — - — 2 

Offensive  Accumulations  ...  — — 8 

Animals  improperly  kept  ...  — — 4 

Pigsties  — — 3 

Smoke  Nuisance  ...  ...  ...  — - — 2 

Overcrowding  ...  ...  ...  — — 2 

Foul  Condition  of  Houses  ...  — — 3 


Totals  ...  90  Nil  90 

One  carcase  seized  and  condemned  by  M.O.H.  One  unsuccessful  prose- 
cution re  use  of  unlicensed  slaughter-house. 


The  water  scheme  for  the  supply  of  Chapel-en-le-Frith, 
Chinley,  Bugsworth  and  Brownside  is  now  completed,  and  the 
various  properties  are  being  connected  with  the  service  mains. 
Dr.  Bennet  recommends  that  now  the  water  supply  of  Dove- 
holes  has  been  taken  over  by  the  Council  this  supply  should 
be  augmented,  particularly  as  the  population  of  this  place  is 
rapidly  increasing,  and  that  an  additional  supply  should 
be  obtained  for  Bamforcl,  but  states  that  a satisfactory  water 
supply  for  the  village  of  Hope  is  still  required. 

During  the  year  2 cases  of  Enteric  Fever  occurred  at  Hope, 
which  were  due  to  drinking  the  water  of  the  River  Noe. 

It  is  interesting  to  note  that  in  the  whole  of  this  Rural 
District,  with  a population  of  14,560  and  395  births  during 
the  year,  there  was  only  1 death  from  Diarrhoea.  This  was 
in  the  Township  of  Chapel-en-le-Frith,  while  in  the  Parish 
of  Hope  Woodlands,  which  contains  the  navvy  village  on  the 
Derwent  Valley  Waterworks,  there  has  not  been  a single 
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death  from  Diarrhoea  during  the  five  years  of  which  I have 
records.  When  we  remember  the  outbreaks  of  Enteric  Fever 
which  have  occurred  in  other  navvy  villages,  it  is  important 
to  consider  the  reasons  for  this.  The  first  reason  is  this, 
that  this  village  has  the  water-carriage  system  of  excrement 
removal,  so  that  all  excreta  is  immediately  removed,  and 
never  has  a chance  of  being  carried  by  flies  or  as  dust  and 
contaminating  the  food.  The  result,  I think,  amply  justifies 
my  insisting  upon  water  closets  in  the  navvy  village  under 
Section  64  of  the  Derwent  Valley  Water  Act,  and  the  lesson 
of  Birchinlee  should  be  learnt  throughout  the  County. 

Further  Sanitary  Requirements . 

The  completion  of  the  water  schemes  advocated  by  Dr. 

Bennet. 


CHESTERFIELD. 


Medical  Officer  of  Health,  H.  PECK,  m.d. 

Area  in  Acres,  69,838.  Estimated  Population,  75,410. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

15-02  33-29  “ 2-08  138 


SANITARY  INSPECTORS— 


1.  E.  S.  ROBINSON. 

2.  J.  HUTCHINSON,  S.I.Cert. 

3.  H.  ATTENBOROUGH,  S.I.Cert. 


Informal  Notices 
Served  by 
Sanitary  Inspector. 

12  3 

Divelling  Houses — 

Repaired  ...  ...  ...  ...48  — 3 

Unfit  for  Habitation  ...  ...  — 

Drainage- — - 

No  Disconnection  of  Waste  Pipe  — — — 
Defective  Traps,  Inlets,  & Drains  — — - — 
Drains  Obstructed  ...  ...  — — — 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...316  — — 
Insufficient  Closet  Accommodation  — — — 
Conversion  of  Privies  into  W.C.’s  — - — — 
Defective  Water  Closets...  ...  — — — 
Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — — - — 
Eaves-Spouts  and  Down-Spouts  — — — 
Urinals  Defective...  ...  ...  — — - — 

Water  Supply  ...  ...  ...  — — — 

Offensive  Accumulations  ...  — — — 

Animals  improperly  kept  ...  — — — 

Pigsties  ...  ...  ...  ...  — — — 

Smoke  Nuisance  ...  ...  ...  — — - — 

Overcrowding  ...  ...  ...  — — — 

Foul  Condition  of  Houses  ... — 


Legal  Notices 
Served  by 
Local  Authority. 

12  3 


— 9 10 

— 12  33 

— 36 

— 41  32 

— 2 18 
6 

— 38 

— 6 25 

— 54 

— 23 

— 2 — 
7 

— 13 

5 

2 

— 55 

7 


Nuisances 

Abated. 

12  3 

— 63 

— 1 — 

— 98 

— 12  30 

— 36 

— 41  30 

— 2 18 
6 

— 3 8 

— 6 24 

— 54 

— 23 

2 

— 7 

— 13 

2 

— 55 
7 


Totals  ...  364  — 3 — 91  177  —91  166 
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Dr.  Peck,  in  his  report,  gives  an  interesting  Table  shewing 
the  number  of  houses  in  each  parish  having  the  public 
water  supply.  The  proportion  works  out  as  87  per  cent,  of 
the  inhabitants. 

Dr.  Peck  records  that  several  cases  of  Lead  Poisoning 
occurred  in  the  Northern  portion  of  his  district,  one  of 
which  proved  fatal,  which  were  due  to  the  presence  of  lead 
in  the  drinking  water. 

The  scavenging  of  this  district  is  done  under  contract. 

During  the  year  regulations  under  the  Dairies,  Cowsheds 
and  Milkshops  Orders  were  adopted. 

Application  has  been  made  to  the  Local  Government  Board 
for  their  sanction  to  borrow  money  for  the  enlargement  of 
the  Temple  Normanton  Graveyard  and  the  Hasland  Ceme- 
tery, for  the  construction  of  outfall  sewers  for  the  Derby 
Lane  part  of  Hasland,  and  the  sewerage  and  sewage  disposal 
of  Eckington  and  North  Wingfield. 

Details  relating  to  the  water  supply  are  given  under  the 
heading  of  “ Water  Supply/’ 

Further  Sanitary  Requirements . 

(i.)  The  completion  of  the  water  scheme,  including  the 
treatment  of  water  to  prevent  its  acting  on 
the  lead  service  pipes,  and  the  proper  filtration 
of  the  water  from  Crow  Hole. 

(ii.)  The  purification  of  the  sewage  of  Eckington, 
Staveley,  Killamarsh,  North  Wingfield,  and 
Hasland. 

(iii.)  The  enforcement  of'  the  Dairies,  Cowsheds  and 
Milkshops  Orders. 
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CLOWNE. 

Medical  Officer  of  Health,  W.  SPENCER,  l.r.c.p. 

Area  in  Acres,  13,428.  Estimated  Population,  14,100. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14-04  42-34  2-55  123 

SANITARY  INSPECTOR— J.  BRADLEY,  S. I. Cert. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Dwelling  Houses — 

Repaired  ...  ...  ...  ...—  — — 

Unfit  for  Habitation  ...  ...  — — - — 

Drainage — 

No  Disconnection  of  Waste  Pipe  — — - — 

Defective  Traps,  Inlets,  & Drains  — — — 

Drains  Obstructed  ...  ...  21  — — 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  — — — 

Insufficient  Closet  Accommodation  79  — — 

Conversion  of  Privies  into  W.C.’s  — — — 

Defective  Water  Closets...  ...  — - — — 

Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — — — 

Eaves-Spouts  and  Down-Spouts  6 — - — 

Urinals  Defective...  ...  ...  2 — — 

Water  Supply  ...  ...  ...  — - — — 

Offensive  Accumulations  ...  — — — 

Animals  improperly  kept  ...  — — — 

Pigsties  ...  ...  ...  ...  — — — 

Smoke  Nuisance  ...  ...  ...  — - — - — 

Overcrowding  ...  ...  ...  — — - — 

Foul  Condition  of  Houses  ...  — — — 

Totals  ...  108  Nil  96 

The  most  noticeable  feature  in  the  health  of  this  district 
for  the  year  1905  was  the  outbreak  of  Diphtheria  in  the 
Parish  of  Creswell.  In  Dr.  Spencer’s  Annual  Report  for 
the  previous  year  he  pointed  out  that  the  Clowne  Schools 
were  overcrowded.  With  regard  to  these  cases  of  Diph- 
theria he  reports  that  no  blame  can  be  attached  to  the  milk 
supply  or  any  of  the  ordinary  means  of  disseminating  disease 
of  this  kind,  and  that  no  doubt  the  rapid  extension  of  the 
disease  was  due  to  undiagnosed  mild  cases  being  present  in  the 
schools,  as  that  during  the  first  inspection  of  the  schools  he 
found  six  children  suffering  from  Diphtheria. 

With  regard  to  the  water  supply  of  his  district,  Dr.  Spencer 
writes: — “ It  is  my  duty  to  point  out  to  you: 

(i.)  That  every  part  of  the  district  is  in  want  of  a 
public  water  supply. 
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(ii.)  That  in  some  parts  of  the  district  the  want  is  most 
urgent. 

As  the  whole  of  the  Clowne  Rural  District  is  over  the 
magnesium  limestone,  the  Council  will  be  compelled  to  seek 
its  water  from  outside. Dr.  Spencer  goes  on  to  say  that  a 
supply  might  be  obtained  from  the  Chesterfield  Rural  District 
Council  or  from  the  Manton  Colliery.  The  Manton  Colliery 
water  from  the  Bunter  sandstone  is  the  same  water  as  is 
supplied  to  the  City  of  Nottingham.  The  water  has  been 
analyzed  by  the  County  Analyst,  and  is  of  a high  degree  of 
purity. 

The  Colliery  Company  are  prepared  to  sell  the  water  at 
4cl.  per  1,000  gallons.  This  price  is  not  much  more  than 
the  water  would  cost  if  the  District  Council  themselves  sunk 
a well  and  headings  to  give  a satisfactory  supply.  The 
amount  is  the  same  as  the  Bolsover  Company  pays  for  pump- 
ing and  softening  the  water  which  flows  through  the  tunnel 
there.  The  price  appears  to  me  to  be  a reasonable  one,  and 
the  District  Council  should  give  the  matter  their  attention. 
It  is  extremely  likely  if  they  delay  much  longer  they  will  not 
be  able  to  obtain  it  at  this  price. 

Dr.  Spencer  refers  to  the  outbreak  of  fainting  in  the 
Clowne  Schools,  and  states  that  in  his  opinion  it  was  in  a great 
measure  due  to  hysteria. 

Very  little  work  appears  to  have  been  done  in  this  district 
under  the  Dairies,  Cowsheds  and  Milkshops  Orders,  there 
being  only  22  persons  registered. 

Public  scavenging  is  carried  out  in  the  Parishes  of  Clowne, 
Creswell  and  Whitwell,  and  this  system  should  be  extended 
to  the  Parish  of  Barlborough. 

Further  Sanitary  Requirements . 

(i.)  The  provision  of  a water  supply. 

(ii.)  The  enforcement  of  the  regulations  under  the 
Dairies,  Cowsheds  and  Milkshops  Orders. 
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GLOSSOP  DALE. 

Medical  Officer  of  Health,  D.  J.  MACKENZIE,  m.d. 
Area  in  Acres,  17,891.  Estimated  Population,  4,150. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

12-04  18-07  -24  53 


SANITARY  INSPECTOR— R.  G.  HAWKE. 


Dwelling  Houses — 
Repaired  ... 

Unfit  for  Habitation 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 


1 


Drainage — 

No  Disconnection  of  Waste  Pipe  2 
Defective  Traps,  Inlets,  & Drains  15 
Drains  Obstructed  ...  ...  2 


2 

15 

2 


Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  2 — 1 

Insufficient  Closet  Accommodation  — — — 

Conversion  of  Privies  into  W.C.’s  — — — 

Defective  Water  Closets...  ...  — — — 


Other  Dejects — 

Surfaces  of  Courts  and  Yards 
Eaves -Spouts  and  Down -Spouts 
Urinals  Defective... 

Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 

Pigsties  

Smoke  Nuisance  ... 

Overcrowding 

Foul  Condition  of  Houses 


3 

1 

6 

1 


2 

1 

6 

1 


Totals  ...  32 


Nil  30 


Nine  houses  disinfected  after  scarlet  fever,  diphtheria,  and  typhoid. 


There  is  as  yet  no  public  scavenging  at  Marple  Bridge. 
This  is,  perhaps,  the  most  urgent  need  of  the  district. 

Now  that  a sewerage  scheme  has  been  carried  out  for 
Marple  Bridge,  the  District  Council  should  convert  the 
privies  at  this  place  to  water  closets.  The  cost  of  scavenging 
would  be  thereby  materially  reduced,  and  the  sanitary  con- 
dition of  the  hamlet  greatly  improved. 


7 
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HARTSHORNE  AND  SEALS. 

Medical  Officer  of  Health,  R.  W.  LOGAN,  m.r.c.s. 

Area  in  Acres,  11,479.  Estimated  Population,  7,600. 
Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

14-86  33-29  -65  134 

SANITARY  INSPECTOR— A.  LEWIS. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

Du  elling  Houses — 


Repaired  ... 

— 

— 

— 

Unfit  for  Habitation 

— 

■ — 

6 

Drainage — 

No  Disconnection  of  Waste  Pipe 

6 

2 

6 

Defective  Traps,  Inlets,  & Drains 

13 

2 

13 

Drains  Obstructed 

8 

— 

8 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

39 

3 

39 

Insufficient  Closet  Accommodation 

— 

1 

1 

Conversion  of  Privies  into  W.C.’s 

— 

— 

— 

Defective  Water  Closets... 

— 

— 

— 

Other  Dejects — ■ 

Surfaces  of  Courts  and  Yards 

13 

2 

13 

Eaves-Spouts  and  Down-Spouts 

8 

1 

8 

Urinals  Defective... 

3 

— 

3 

Water  Supply 

— 

— 

— 

Offensive  Accumulations 

7 

— 

7 

Animals  improperly  kept 

9 

— 

9 

Pigsties 

7 

— 

7 

Smoke  Nuisance  ... 

— - 

— 

— 

Overcrowding 

5 

— 

5 

Foul  Condition  of  Houses 

4 

— 

4 

Totals  ... 

122 

11 

123 

Infected  premises  disinfected  with  Formalin. 

Dr.  Logan  calls  attention  to  the  urgent  necessity  for  carry- 
ing out  a scheme  of  sewerage  for  Hartshorne,  and  records 
that  no  further  progress  has  been  made  with  regard  to  the 
water  supply  of  that  village. 

In  this  district  the  only  Parishes  in  which  public  scaveng- 
ing takes  place  are  Overseale  and  Woodville.  At  Hartshorne 
it  is  reported  that  the  tenants  find  a great  difficulty  in  select- 
ing suitable  places  on  which  to-  dispose  their  house  refuse. 
Where  the  District  Council  are  not  carrying  out  public 
scavenging  they  should  at  any  rate  provide  public  tips  for 
the  inhabitants  to  deposit  their  refuse  on. 

At  Short  Heath  a 9 inch  sewer  has  been  laid,  and  the 
sewage  deposited  in  a settling  tank,  and  then  on  to  a filter 
bed  of  clinkers.  The  Woodville  road  section  is  dealt  with  in 
a screening  chamber  and  sludge  pit,  and  two  small  filters,  the 
effluent  then  passing  into  the  same  brook  as  the  effluent 
from  Short  Heath.  The  sewage  of  Netherseale  is  conveyed 
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to  two  tanks,  one  on  either  side  of  the  main  street,  and  the 
effluent  from  the  tanks  passes  into  the  nearest  ditch. 

Further  Sanitary  Requirements . 

(i.)  The  carrying  out  of  the  Several  Wood  Water 
Scheme  for  Hartshorne. 

(ii.)  The  construction  of  a saggers  filter  at  the  Wood- 
ville  Sewage  outfall,  and  sewerage  schemes  for 
Overseale  and  Hartshorne. 

(iii.)  The  provision  of  public  tips  at  Hartshorne. 


HAYFIELD. 


Medical  Officer  of  Health,  C.  J.  BENNET,  m.r.c.s. 

Area  in  Acres,  10,282.  Estimated  Population,  3,940. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

1649  15-98  -76  126 


SANITARY  INSPECTOR— J.  MARSLAND. 


Informal  Notices  Legal  Notices 
Served  by  Served  by 

Sanitary  Inspector.  Local  Authority. 

Dicelling  Houses — 

Repaired  ...  ...  ...  ...  — — 

Unfit  for  Habitation  ...  ...  — — 

Drainage — 

No  Disconnection  of  Waste  Pipe  — — 

Defective  Traps,  Inlets,  & Drains  23 

Drains  Obstructed  ...  ...  — — 


Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  12 

Insufficient  Closet  Accommodation  4 
Conversion  of  Privies  into  W.C.’s  18 
Defective  Water  Closets...  ...  — 


Other  Defects — 

Surfaces  of  Courts  and  Yards  . . . 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective... 

Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 

Pigsties  

Smoke  Nuisance  ... 

Overcrowding 

Foul  Condition  of  Houses 


2 

11 

2 


Totals  ...  72 


Nil 


Nuisances 

Abated. 


1 


23 


8 

4 

18 


11 

2 
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Infected  houses  disinfected. 

In  thisi  district  six  cases  of  Scarlet  Fever  and  one  of  Diph- 
theria were  notified  during  the  year.  Three  of  the  cases  of 
Scarlet  Fever  were  removed  to  the  High  Peak  Hospital;  one 
case,  which  proved  fatal,  was  from  the  Hayfield  Police  Station. 
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The  Hayfield  water  supply  was  extended  to  Birch  Yale, 
but  a supply  is  still  required  for  Moor  End,  Mellor. 
Both  parishes  in  this  district  now  have  sewerage  and  sewage 
disposal  schemes,  and,  as  at  Hayfield,  there  is  an  ample  water 
supply.  Dr.  Bennet  urges  the  adoption  of  the  water-carriage 
system  of  excrement  removal.  The  privies  at  the  schools 
and  at  Gladstone  Terrace,  Hayfield,  were  converted  to  water 
closets. 


NORTON. 

Medical  Officer  of  Health,  A.  K.  GALE,  m.r.c.s. 

Area  in  Acres,  8,738.  Estimated  Population,  3,670. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

10-35  23-15  1-36  23-5 

SANITARY  INSPECTORS— E.  A.  SAMPSON  & S.  JUMP,  S.I.Cert. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 


Dwelling  Houses — Sanitary 

Repaired  ... 

Unfit  for  Habitation 

Drainage — 

No  Disconnection  of  Waste  Pipe 
Defective  Traps,  Inlets,  & Drains 
Drains  Obstructed 

Closets  and  Ashpits — - 

Insanitary  Privies  and  Ashpits  . . . 
Insufficient  Closet  Accommodation 
Conversion  of  Privies  into  W.C.’s 
Defective  Water  Closets... 

Other  Defects — 

Surfaces  of  Courts  and  Yards 
Eaves-Spouts  and  Down-Spouts 
Urinals  Defective... 

Water  Supply 
Offensive  Accumulations 
Animals  improperly  kept 
Pigsties 

Smoke  Nuisance  ... 

Overcrowding 

Eoul  Condition  of  Houses 


Totals 


Inspector. 

Local  Authority. 

Abated 

3 

3 

10 

— 

10 

2 

— 

2 

6 

— 

6 

3 

3 

3 

7 

— 

2 

94 

3 

26 

Sixteen  houses  and  1 school  disinfected. 


In  January  three  cases  of  Scarlet  Fever  occurred  at  Totley ; 
these  were  removed  to  the  Isolation  Hospital,  and  no  further 
cases  occurred.  Altogether  15  cases  of  this  disease  were 
notified  in  different  parts  of  the  district,  and  nine  were 
removed  to  the  Isolation  Hospital.  Only  two  children*  under 
one  year  died  in  this  district,  although  there  were  eighty- 
five  births  during  the  year,  the  infantile  mortality  being  23-5 
per  1,000  births. 
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Negotiations  with  the  City  of  Sheffield  are  proceeding 
with  regard  to  the  sewage  of  Dore.  Scavenging  at  Dore  and 
Totley  is  done  by  contract. 


REPTON. 


Medical  Officer  of  Health,  E.  RIDING,  m.r.c.s. 

Area  in  Acres,  54,273.  Estimated  Population,  15,080. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

13-06  25-92  1-19  132 


SANITARY  INSPECTOR— F.  W.  BULLOCK,  S.I.Cert. 


Divelling  Houses — 
Repaired  ... 

Unfit  for  Habitation 


Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 

Sanitary  Inspector.  Local  Authority.  Abated. 

...  — — 68 

...  — — 5 


Drainage — 

No  Disconnection  of  Waste  Pipe  14 
Defective  Traps,  Inlets,  & Drains  53 
Drains  Obstructed  ...  ...  17 


1 14 

4 52 

17 


Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  ...  32 

Insufficient  Closet  Accommodation  2 
Conversion  of  Privies  into  W.C.’s  7 
Defective  Water  Closets...  ...  1 


3 31 

2 2 

7 
1 


Other  Defects — 

Surfaces  of  Courts  and  Yards  ...  — 

Eaves-Spouts  and  Down-Spouts  10 
Urinals  Defective...  ...  ...  2 

Water  Supply  17 

Offensive  Accumulations  ...  134 

Animals  improperly  kept  ...  — 

Pigsties  3 

Smoke  Nuisance  ...  ...  ...  — 

Overcrowding  — ...  ...  8 

Foul  Condition  of  Houses  ...  4 


2 

2 

4 


3 

1 


9 

2 

16 

134 

3 

8 

4 


Totals  ...  304 


27  300 


All  houses,  etc.,  disinfected  after  infectious  disease.  Fumigation  of 
houses  after  Consumption. 

Eighty-nine  cases  of  Scarlet  Fever  were  notified  during  the 
year;  76  were  removed  to  the  Isolation  Hospital.  A third 
of  the  cases  occurred  in  the  Parish  of  Repton,  a quarter  in 
Newton  Solney,  and  the  rest,  including  two  cases  at  the 
County  Asylum,  were  scattered  about  the  district. 

Twenty-nine  cases  of  Diphtheria  were  reported,  16  of  which 
were  in  Mickleover.  Five  cases  were  removed  to  the 
Isolation  Hospital.  Seven  of  the  cases  proved  fatal. 

During  the  year  progress  has  been  made  with  the  sewage 
disposal  scheme  for  Linton  and  with  the  plans  for  the  dis- 
posal of  the  sewage  of  Repton,  Coton-in-the-Elms,  and  Castle 
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Gresley.  Unfortunately*  the  geological  formation  of  this 
district  is  such  that  there  are  no  large  local  available  sources 
of  water.  If  the  District  Council  could  arrange  the 
conditions  under  which  they  would  consent  to  an  extension 
of  the  water  limits  of  the  Corporation  of  Derby,  the  Derwent 
Valley  water  might  become  available  over  the  greater  part  of 
the  district.  A public  supply  of  pure,  soft  water  would 
permit  of  the  development  of  this  district  in  a manner  as  yet 
impossible. 

Further'  Sanitary  Requirements. 

(i.)  Sewerage  schemes  for  Rep  ton,  Castle  Gresley, 
Etwall,  Willington,  and  Coton-in-the-Elms. 

(ii.)  Public  scavenging  in  the  more  populous  villages. 

(iii.)  The  engineering  of  a scheme  whereby  the  Derwent 
Valley  water  shall  become  available  for  this 
district. 


SHARDLOW. 

Medical  Officer  of  Health,  J.  A.  HOGG,  m.r.c.s. 
Area  in  Acres,  44,359.  Estimated  Population,  28,190. 


Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 


13-37  26-82 

1-06 

84 

SANITARY  INSPECTOR— H. 

FORMAN. 

Informal  Notices 

Legal  Notices 

Served  by 

Served  by 

Nuisances 

Dwelling  Houses—  Sanitary  Inspector. 

Local  Authority. 

Abated. 

Repaired  ... 

— 

— 

3 

Unfit  for  Habitation 

— 

— 

3 

Drainage — 

No  Disconnection  of  Waste  Pipe 

3 

— 

3 

Defective  Traps,  Inlets,  & Drains 

192 

— 

145 

Drains  Obstructed 

42 

— 

41 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

49 

— 

29 

Insufficient  Closet  Accommodation 

2 

— 

2 

Conversion  of  Privies  into  W.C.’s 

80 

15 

75 

Defective  Water  Closets — 

— 

— 

— 

Other  Defects — 

Surfaces  of  Courts  and  Yards 

2 

— 

2 

Eaves-Spouts  and  Down-Spouts 

1 

— 

1 

Urinals  Defective... 

3 

— 

3 

Water  Supply 

14 

— 

14 

Offensive  Accumulations 

17 

— 

17 

Animals  improperly  kept 

— 

— 

• — 

Pigsties 

2 

— 

2 

Smoke  Nuisance  .,. 

— 

— 

— 

Overcrowding 

5 

■ — 

4 

Foul  Condition  of  Houses 

2 

— 

— 

Totals 

414 

15 

338 
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One  hundred  and  ninety-eight  cases  of  Scarlet  Fever  were 
notified  in  153  infected  houses.  Dr.  Hogg  writes  : — “ The 
Hospital  would  be  of  greater  value  if  some  other  arrange- 
ment for  admission  of  cases  could  be  made  ...  If  there 
are  20  cases  in  a parish  little  benefit  is  derived  from  removing 
six  or  eight  of  them,  but  the  prompt  removal  of  a first  case 
will  frequently  stamp  out  what  might  become  a serious 
epidemic/ 1 I am  in  cordial  agreement  with  Dr.  Hogg  on 
this  question.  When  the  Hospital  was  first  built  I pointed 
out  to  the  Hospital  Committee  that  it  should  be  regarded  as 
“ a tool  of  the  Medical  Officer  of  Health,’’  and  suggested 
that  its  administration  should  be  put  in  the  hands  of  the 
Medical  Officers  of  Health.  With  regard  to  Diphtheria 
there  were  98  cases.  Antitoxin  was  supplied  by  the  District 
Council,  and  the  County  Council's  arrangement  for  having 
bacteriological  examinations  made  was  fully  taken  advantage 
of.  It  is  interesting  to  note  that  the  case  mortality  in  this 
district  was  only  5-1  per  cent,  as  against  34  per  cent,  before 
these  arrangements  were  made. 

The  water  supply  of  the  district  (except  at  Melbourne, 
Normanton,  Littleover,  and  Sandiacre)  is  chiefly  from  sur- 
face wells,  and  an  engineer  should  be  consulted  as  to  how 
the  Derwent  Valley  water  could  best  be  utilized. 

Public  scavenging  is  in  force  at  Draycott,  Littleover,  Mel- 
bourne, Ockbrook,  Normanton,  Sandiacre,  Sawley,  and 
Spondon.  A detailed  report  upon  the  Factories  and  Work- 
shops Act  is  given.  The  importance  of  this  work  will  be 
seen  when  I say  that  in  15  instances  cases  of  infectious 
disease  were  reported  in  the  homes  of  out-workers. 

Sewerage  schemes  are  in  hand  for  Breaston,  Littleover, 
Sawley,  and  Spondon,  and  are  required  for  Chellaston, 
Stanley,  Little  Eaton,  and  Ockbrook.  Improvements  are  being 
made  at  Sandiacre,  Melbourne,  and  Draycott. 

A scheme  for  the  water  supply  of  Stanley  and  West 
Hallam  has  been  laid  before  the  Local  Government  Board. 

Further  Sanitary  Requirements . 

(i.)  The  completion  of  the  Stanley  water  scheme. 

(ii.)  The  completion  of  the  sewage  disposal  schemes 
mentioned  above. 

(iii.)  More  thorough  action  with  regard  to  Dairies,  Cow- 
sheds and  Milkshops,  including  the  framing  of 
regulations. 
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SUDBURY. 

Medical  Officer  of  Health,  B.  H.  HERBERT,  m.r.c.s. 
Area  in  Acres,  17,299.  Estimated  Population,  2,540'. 

Crude  Death  Rate,  Birth  Rate,  Zymotic  Death  Rate,  Infantile  Mortality, 

8-26  21-65  ‘ — 181 

SANITARY  INSPECTOR— JNO.  COLLYER,  S.  I.  Cert. 

Informal  Notices  Legal  Notices 

Served  by  Served  by  Nuisances 


Sanitary  Inspector. 

Local  Authority. 

Abated. 

Dwelling  Houses — - 

Repaired  ... 

— 

— 

10 

Unfit  for  Habitation 

— 

— 

— 

Drainage — 

No  Disconnection  of  Waste  Pipe 

7 

5 

7 

Defective  Traps,  Inlets,  & Drains 

22 

20 

20 

Drains  Obstructed 

12 

10 

12 

Closets  and  Ashpits — 

Insanitary  Privies  and  Ashpits  . . . 

35 

27 

35 

Insufficient  Closet  Accommodation 

9 

7 

7 

Conversion  of  Privies  into  W.C.’s 

— 

— 

— 

Defective  Water  Closets... 

7 

7 

7 

Other  Defects — 

Surfaces  of  Courts  and  Yards 

— 

— 

— 

Eaves-Spouts  and  Down-Spouts 

— 

— 

— 

Urinals  Defective... 

- — - 

— 

— 

Water  Supply 

22 

20 

17 

Offensive  Accumulations 

12 

10 

10 

Animals  improperly  kept 

— 

— 

• — 

Pigsties 

7 

7 

7 

Smoke  Nuisance  ... 

— 

— 

— 

Overcrowding 

— 

— 

— 

Foul  Condition  of  Houses 

— 

— 

— 

Totals  . . . 

133 

113 

122 

Disinfectants  supplied.  Houses  disinfected  after  infectious  disease. 


The  scheme  for  the  sewering  of  the  village  of  Doveridge  has 
not  yet  been  agreed  upon.  A suggestion  for  dealing  with 
this  question  in  sections  out  of  current  rate  has  been  for- 
warded to  the  Engineers  of  the  District  Council. 

Some  considerable  works  for  dealing  with  the  sewerage  of 
Sudbury  have  been  proceeding  during  the  year. 


COUNTY  OF  DERBY. 


Summary  of  TABLE  IV.  of  the  Local  Government  Board. 

Table  of  Deaths  during  the  Year  1905  in  each  of  the  URBAN  Sanitary  Districts,  Classified  according  to  Ages  and  Diseases. 


Appendix  I. 


DEATHS  FROM  ALL 

CAUSES 

AT  SUBJOINED 

AGES 

1 

5 

15 

25 

65 

M 

O 

m 

•2d 

03  3 

i L 

URBAN  SANITARY  DISTRICT. 

Under 

and 

and 

and 

and 

and 

1T> 

1 

under 

under 

under 

under 

up- 

Cj 

i 

a'8  go 
s 2 

Year. 

5. 

15. 

25. 

65. 

wards. 

d 

GO 

aP-1 

ALFRETON  

75 

34 

6 

8 

69 

34 

Under  5 
Over  5 

15 

1 

3 

2 

ALVASTON  & BOULTON 

3 

2 

2 

3 

6 

Under  6 

1 

1 

ASHBOURNE  (corrected  for ) 

11 

9 

2 

3 

26 

16 

Under  5 

1 

i 

Workhouse)  . . . . -1 

Over  5 

i 

BAKE  WELL  (corrected  for  | 
Workhouse)  ..  ..  1 

5 

5 

3 

8 

15 

Under  6 
Over  6 

1 

BASLOW  & BUBNELL  .. 

" 

BELPER  

40 

22 

7 

5 

37 

44 

Under  5 

5 

2 

BOLSOVER  

49 

IS 

3 

7 

30 

22 

Under  5 
Over  5 

i 

l 

5 

BONSALL  

2 

2 

8 

7 

Under  5 
Over  5 

BRAMPTON  & WALTON 

10 

1 

3 

9 

13 

Under  5 

BUXTON  

23 

14 

4 

6 

48 

39 

Under  5 
Over  5 

2 

l 

7 

i 

CHESTERFIELD  (BORO’) 

104 

59 

15 

18 

109 

79 

Under  5 
Over  5 

6 

1 

6 

2 

5 

1 

3 

CLAY  CROSS  

47 

20 

2 

3 

26 

28 

Under  5 
Over  5 

6 

5 

DRONFIELD  .. 

15 

7 

5 

15 

19 

Under  5 
Over  5 

■j 

2 

i 

i 

FAIRFIELD  

13 

6 

3 

1 

14 

7 

Under  5 
Over  5 

i 

i 

GLOSSOP  (BORO’) 

66 

21 

9 

19 

136 

109 

Under  5 

5 

3 

HEAGE  (corrected  for  Belper  ( 

10 

8 

11 

Under  5 

Isolation  Hospital ) . . . . j 

Over  5 

HEANOR  

81 

31 

6 

8 

57 

41 

Under  5 
Over  5 

i 

io 

io 

3 

l 

ILKESTON  (BORO’) 

161 

57 

8 

20 

94 

77 

Under  5 

14 

2 

3 

l 

LONG  EATON  

55 

27 

7 

8 

43 

35 

Under  5 
Over  5 

4 

2 

o 

5 

2 

MATLOCK  

17 

5 

1 

3 

40 

29 

Under  5 

5 

MATLOCK  BATH 

8 

4 

2 

14 

10 

Under  5 
Over  5 

1 

NEWBOLD  & DUNSTAN 

36 

14 

6 

3 

26 

21 

Under  5 

7 

i 

i 

i 

NEW  MILLS  . . 

25 

4 

1 

7 

29 

41 

Under  5 
Over  5 

l 

NORTH  DARLEY 

11 

7 

4 

4 

6 

6 

Under  5 
Over  5 

2 

RIPLEY 

43 

21 

5 

10 

29 

36 

Under  5 

3 

2 

2 

Over  5 

1 

SOUTH  DARLEY 

2 

2 

4 

4 

Under  5 

SWADLINCOTE 

75 

24 

7 

3 

52 

55 

Under  5 
Over  5 

1 

1 

2 

WHITTINGTON 

58 

34 

3 

8 

34 

20 

Under  5 

4 

3 

Over  5 

1 

WIRKSWORTH  

10 

2 

1 

12 

19 

( Under  5 
( Over  5 

URBAN  DISTRICTS 

1,055 

452 

109 

154 

988 

847 

| Under  5 
( Over  5 

*i 

80 

3 

34 

14 

16 

1 

18 

6 

DEATHS  FROM  SUBJOINED  CAUSES. 


FEVERS. 

| Epidemic 

: Influenza. 

Cholera. 

Plague. 

1 Diarrhoea. 

Enteritis. 

Puerperal 

Fever. 

Erysipelas. 

Other 

Septic 

Diseases. 

Phthisis. 

Other 

Tubercular 

Diseases. 

Cancer, 

Malignant 

Diseases. 

Bronchitis. 

Pneumonia 

Pleurisy. 

— s*. 

IlfJ 

Alcoholism 

& Cirrhosis 

of  Liver. 

Venereal 

Disease. 

Premature 

Birth. 

Diseases  and 

1 Accidents 

of 

Parturition. 

Heart 

Diseases. 

Accidents. 

Suicides. 

£ . 
a u 
a <d 

.3^ 

M 

All  other 

Causes. 

All  Causes.  , 

Typhus. 

Enteric. 

■o' 

& 3 

■5* 

O c 

O 

o 

6 

10 

4 

7 

12 

12 

1 

39 

109 

2 

4 

I 

8 

2 

8 

8 

3 

i 

5 

i 

21 

2 

3 

45 

117 

i 

2 

5 

i 

1 

o 

2 

5 

11 

i 

i 

i 

5 

3 

7 

20 

3 

3 

4 

4 

1 

1 

5 

1 

25 

47 

i 

i 

2 

4 

10 

5 

1 

2 

1 

i 

3 

13 

26 

1 

1 

1 

l 

1 

3 

6 

5 

i 

i 

8 

7 

9 

1 

21 

62 

i 

5 

2 

9 

10 

4 

*2 

15 

2 

1 

40 

93 

6 

0 

4 

7 

9 

29 

67 

i 

3 

7 

5 

4 

6 

3 

i 

8 

1 

20 

62 

i 

1 

2 

1 

2 

2 

2 

1 

3 

4 

17 

i 

1 

i 

1 

6 

10 

2 

3 

3 

2 

6 

8 

26 

3 

i 

4 

1 

4 

i 

i 

2 

10 

37 

i 

1 

8 

5 

12 

0 

5 

3 

i 

i(3 

4 

2 

30 

97 

22 

i 

12 

1 

26 

17 

2 

io 

2 

44 

163 

4 

5 

1 

2 

4 

29 

3 

12  ' 

17 

19 

2 

1 

4 

3 

27 

4 

80 

221 

1 

6 

5 

7 

2 

1 

2 

ii 

3 

17 

67 

1 

i 

1 

6 

4 

2 

1 

2 

3 

2 

36 

59 

i 

1 

i 

1 

3 

4 

3 

6 

22 

i 

i 

1 

2 

5 

i 

7 

2 

15 

39 

T 

1 

1 

2 

i 

9 

19 

i 

2 

1 

4 

2 

i 

l 

13 

25 

6 

5 

3 

4 

7 

13 

ii 

1 

32 

87 

4 

2 

1 

3 

i 

i 

1 

33 

3 

24 

30 

19 

2 

2 

i 

i 

42 

11 

2 

87 

273 

1 

1 

3 

7 

12 

4 

1 

2 

i 

2 

10 

20 

i 

i 

ii 

10 

i 

4 

6 

22 

4 

1 

26 

112 

2 

l 

1 

U 

2 

11 

2 

7 

3 

14 

1 

2 

50 

112 

50 

7 

2 

1 

4 

15 

2 

27 

9 

3 

2 

2 

74 

218 

4 

8 

2 

1 

i 

T 

19 

2 

6 

20 

14 

4 

6 

i 

1 

24 

5 

3 

77 

199 

7 

6 

1 

1 

11 

2 

16 

1 

22 

82 

15 

1 

8 

4 

3 

4 

i 

17 

3 

35 

93 

1 

1 

3 

6 

3 

1 

2 

22 

i 

9 

1 

7 

10 

9 

9 

23 

73 

2 

4 

3 

i 

1 

12 

7 

1 

2 

2 

1 

2 

1 

8 

26 

2 

5 

5 

3 

io 

15 

50 

i 

2 

i 

ii 

8 

2 

8 

8 

1 

14 

56 

2 

5 

1 

2 

io 

8 

29 

i 

2 

l 

7 

6 

10 

2 

12 

3 

1 

33 

78 

1 

2 

7 

1 

5 

IS 

i 

2 

2 

4 

1 

i 

7 

20 

i 

2 

* . 

3 

11 

6 

8 

1 

25 

64 

l 

1 

9 

2 

5 

14 

1 

1 

4 

1*2 

2 

3 

22 

80 

i 

1 

1 

1 

4 

i 

2 

3 

1 

1 

8 

1 

5 

17 

4 

15 

1 

3 

46 

99 

3 

1 

4 

1 

i2 

17 

6 

2 

2 

10 

1 

4 

53 

117 

9 

13 

11 

8 

8 

1 

30 

92 

i 

i 

1 

7 

2 

8 

9 

5 

2 

5 

1 

2 

20 

65 

i 

2 

i 

3 

1 

4 

12 

3 

5 

4 

I 

1 

io 

2 

6 

32 

2 

3 

139 

54 

2 

7 

4 

83 

1 

153 

141 

33 

3 

172 

6 

10 

15 

188 

1,507 

32 

28 

9 

13 

8 

7 

7 

213 

36 

165 

193 

134 

6 

14 

43 

3 

11 

289 

49 

30 

783 

2,098 

J 16 

j 67 

J 36 

I 7 

} 155 
j 129 

! 19 
J 36 

[ 134 
} 384 
| 126 

! 61 
j 44 

j 360 
| 32 
j 224 
j 417 
j 175 
J 95 
[ 38 
| 106. 
j 107 
} 38 
j 144 

I 12 

J 216 

J 157 


3,005 


of  TABLE  IV.  of  the  Local  Government  Board. 
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Appendix  II. 


Summary 
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Year  ending  December  31st,  1905 


Appendix  III. 


Summary  of  Table  4 of  the  Local  Government  Board. 


DEATHS  FROM  ALL 

CAUSES  AT  SUBJOINED  AGES. 

DEATHS  F 

ROM  SUBJOIN! 

D CAU 

sES. 

TOT 

ALS. 

16 

and 

under 

25. 

25 

and 

under 

60. 

C 

05 

43 

W> 

3 

■d 

IS 

FEVERS. 

.a  cj 

cd 

Puerperal  Fever. 

05 

+3  . 

u 

cd 

3 

p ,■ 

-3  tf, 

.2 

ed 

>> 

. 

T3 

g — 

od  0 

05 

cd 

05 

-d  «w  • 

a 0 c 

ed  O 

05 

ed 

u 

O) 

> 

05 

3 

cd 

CD 

H 

1 i 

DISTRICTS. 

Under 

1 

Year. 

and 

under 

5. 

and 

under 

15. 

and 

up- 

wards 

Smallpox 

Measles. 

O 

"5 

cd 

O 

CO 

6 

QD 

.a 

p* 

0 

0 

g 

Diphtheria 

Membrane 

Croup. 

Croup. 

Typhus. 

Enteric. 

Other 

Continued. 

Epidem 

Influenz 

Cholera 

Plague 

8 

cd 

5 

'2 

"S 

w 

.S4 

& 

(9 

Other  Se] 

Disease 

3 

3 

PM 

Other  Tube) 

Disease 

Cancel 

Maligna 

Disease 

3 

0 

a 

0 

u 

PQ 

O 

a 

3 

05 

a 

Ph 

1 

05 

PM 

Other  Dis 

of  Respirr 

Organ: 

Alcoholisn 

Cirrhosis 

Liver 

s 

cd 

<D 

a 

05 

> 

Premat' 

Birth 

!l| 

® O 

.2  o'3 

s 

-4J 

u 

ed 

<D 

w 

IS 

‘3 

0 

< 

r| 

'3 

3 

CO 

O 

"ed 

a 

3 

05 

A 

u 

05 

A 

0 

< 

s 

0 

< 

£ tc 

0 

EM 

[I.]  Under  5 and  over  6. 

( Under  5 

80 

34 

46 

18 

13 

2 

3 

139 

54 

2 

7 

4 

83 

1 

163 

141 

33 

3 

172 

6 

10 

15 

488 

1,507 

^3,606 

URBAN  DISTRICTS 

1,056 

452 

109 

154 

988 

847 

( Over  5 

1 

3 

14 

1 

6 

32 

28 

9 

13 

8 

7 

7 

213 

36 

165 

193 

134 

6 

14 

43 

3 

11 

289 

49 

30 

783 

2,098 

f Under  5 

63 

29 

43 

26 

5 

2 

5 

104' 

39 

1 

10 

9 

84 

1 

113 

169 

1 

16 

6 

153 

1 

6 

25 

450 

1,350 

j 3,606 

RURAL  DISTRICTS 

940 

410 

170 

149 

1,004 

933 

( Over  6 

7 

25 

4 

27 

1 

9 

18 

7 

8 

3 

7 

11 

174 

67 

171 

190 

123 

8 

15 

27 

27 

317 

107 

29 

884 

2,256 

( Under  5 

133 

63 

89 

44 

18 

4 

8 

243 

93 

3 

17 

13 

167 

2 

266 

310 

1 

49 

8 

325 

7 

16 

40 

938 

2,857 

17,211 

WHOLE  COUNTY 

1,995 

862 

279 

303 

1,992 

1,780 

1 Over  5 

1 

10 

39 

6 

33 

1 

41 

46 

16 

21 

11 

14 

18 

387 

93 

336 

383 

257 

14 

29 

70 

3 

38 

606 

166 

59 

1,667 

4,354 

J 

[II.]  At  all  Ages. 

URBAN  DISTRICTS 

1,055 

452 

109 

154 

988 

847 

1 At  all 
\ Ages. 

1 

83 

48 

47 

24 

13 

34 

31 

148 

67 

8 

9 

14 

217 

119 

166 

346 

275 

6 

47 

43 

6 

172 

17 

299 

64 

30 

1,271 

3,605 

3,605 

RURAL  DISTRICTS 

940 

410 

170 

149 

1,004 

933 

( At  all 

1 Ages. 

60 

54 

47 

53 

6 

11 

23 

111 

47 

3 

8 

21 

183 

141 

172 

303 

292 

9 

31 

27 

5 

153 

28 

323 

132 

29 

1,334 

3,606 

3,606 

WHOLE  COUNTY 

1,995 

862 

279 

303 

1,992 

1,780 

( At  all 
| Ages. 

1 

143 

102 

94 

77 

19 

45 

64 

259 

114 

11 

17 

35 

400 

260 

338 

649 

567 

15 

78 

70 

11 

325 

45 

622 

196 

59 

2,605 

7,211 

7,211 

